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3^ R3mFRT 

felt, 24 3TOf, 2011 

3RT.3CT. 1955(3T).—*7Kcl *K*R ^ T RTf^T°T sfa 4 Wl-WI RT ^T.3n, 630(31), 

cTRp® 20 ^nf, 1998 5KT SlftR^RT fafarHI 31HfelM (wk 3^ 6*H<rH) tWT, 1998 ^ 3 4' 

3nRfl°ti ^ 3R*R TRT (ciPlCo 1*4 ^FR ^ I 

sfc fer fe 4* sfa h 4^11-4 (T*n fersrf 4 fe, ^ 4f y<wfi!ra feflf ^t, 

fer sifenffcif 4t sfa arftar it fet ^ 3 fef ^ wf w 5 ^ ^ fe SRfefe ^rt 3?p^^ ^Rt‘ 

t fafacH I 3RlW 4* ^ 3JR 3fa f*RR UyPdd '3?RR 3?ft ^R ?t ^ cT«TT 3Rfef mfcRufto 

<jf^i TjfRR 3R*R Pfi'MI "5fT -Hoh I 

URW PiiiH 

3^ Tjftm felt ^T faHfdfeld TT^T, fe mm h 4°K«1 (TOR?) Slftfe, 1986 (1986 ^T 29) 
SfHT6,*ircT83ffcqrcT25 5rcT 'SPR ¥ I fad 4 ^R 3PThT ^rf4 ^ gfo fafeST^Rfej (WR 3Tt* PTeR) IWT, 1998 ^t 
3Tfafer ^ ^Rpt °FT 3TRTT9T t, 3R 4t ^TFlfet 4 fe y<*>lftlfl fe?T ^TcfT t fafe <fet 3R??fe 4t TO^RT; 

3?R ffiFll 4 ^TTcft t f4 3^Rf TTT^T fe*jt* RT TRRRT £TO 3Tf4^RT 4 TRPR 4f TRnf^lcT ^4 cTTO^T 4 TfR t^f 
3?Rf^ WHlfR! T f^Rl ^nT; 

31T8^T ■qi ^?fm ( RlfdRy. 3Rf%| ^ tj 4 ^RT 'SIT?^ fR#* ^T«RT 4* felt ^Cffe 3?lT ^ IHR Tt tfet 4v5?fa 

tK'ttK SKI I4 ^k f^RTI ^ly.Mi; 

^ETT cfj^ oZffe ^jt TO fe4t* 4’ ^t i 3TT8^T ^T ^TT WfTT t 3RTR feffe 3fel ^ ’fe 

^rlfe ( qft^fe^r wt ym), R^feT aftr ^ Tfen, ~q^fer wr, tr^r «»wfcro (#^34) ^fefer, eftRt 

Tte, fepft-110003 ^ I 
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i. ^rftp<TFTFsfrcypn? 


(1) ?F Pmt FF FTF jfa fdfcMil (FFtR 3tk F^TIcH) Pm, 2011# ! 

(2) d TT3FR # 513513 H F§t cTTifta FTt R^TT Fpt I 

2 . ^fPtt 

(l) £ Pm 3F Wft ^[fcmcTi F5t FTT^ Ftt off fe# tft # 3?tF PrfFxTF 3 T F f ? T^ FF 5FR, 
F6 U I, ^isi< u l, RpFlFT, M, TIT F^ricR FRot # 3#T PffPtRIcT FT cFF^F# f #Pt- 

W tfl4lSJFf 3mR]<t 3Tt FTFFg 3vjft 3TfijPm, 1962 3#T TTTcF 3T£?tF FF1F FF Pmt $5 
3FFtft 3TOpT 3 TTcT # feu FF; 


W ptiPkui (^frarur) srfnPm, 1986 (fM ^3rftrPmw#) ^3 toPt 
^ttf ff qfktFma Trimt ff PrimpF, fseff 31k 3rmr Pm, 1989 & 3^Pr 3rPt 
ft^ ff FpTTFmrr tttttr; 


(f) 3rPrPm ^ 3T??tF FF1F FF FFTpT <5tTT 3TFP>ltc± (rFOF 3 #T F?FcR) Pm, 2000 & 
3THPt 3TFt cITk 3TFpFF; 


fa) 3rftiPm ^ 3TtfPr <shif ff fcft (rfcr 3#t factor) Pm, 2001 ^ srtfr^r 3?k 
cte fPis #Ffert; 

fa) 3TpJpm ^ 3T?ftF FFTF FF FpTfcDCH^ 3TFpT^ (RF£R, FSJTcTF 3fk #FTFRpT 
^3TcR) Pm, 2008 3Tt?TF 3Tpt Flk qR^cfr ' cRTi 3 TQpl^ I 

3. qf^rmiF- $fP mt t, j^MfeTtcrtf#3rmT 3&fm f# r- 

(1) ,T 3rf£lPm" Tt M^fcKU| (TTTSM) 3TpfPm 1986 (1986 FF 29) 3TpFtcI #; 

( 2 ) ‘ ^ W ^ ^R 3TpkF # aTFT oftF jtg3Tt F^t 3RTfm TIT qrtSFF #5 urffoRf q^3Tt FF 
FTcR Ftm fFFFT jTTcTT #/^IT oTTcTT #; 

(3) 5nftiF5m ^ 3rfwTTr «r Pmfr 3ttr fttct tttfft zfr Ppt^ttt Ft#, Frrfcim 3#r ff 
FWRT, TTOJ 3Tk FfTFK FxFFI FFTcW 5RT FfRt FFfepT f^tcff ^5 3T^FIK ^TF PrfF5cFT 
3FTf3T^ ^ FRF ^iJ6 u l, FFW, F^EFF, FpFFF, 3FTTR, miF 3TtT/TF fekf 3RT FFFT 
F^TcTF ^ PlF fFf#cT FTpJFFft ^RT TTFFf F?T F# 3R[FpT 3TpT^F # I 

(4) "Rp^xT RTfer" ^ fF Pmt 3#T ^Pt g^TF Pmnr Ft#, FTftFRry 3tk FF FFTcTO, ^FTOT 

3#T FpFR FkTTPF FFIcRT, FKcI ti<OK ^RT FFTF FF Pmt 3Tk oIRt feF FF FFf F3pT Pl^idl 

^ 3T^TTR ^tF PrfFFFF 3FTpTR ^ FRF, TTFFR, FgKU| ( qpgfF, 3FFR, FFTR 3fk/TTT 

fe# Ft 3RT FFFT ^0 fSJIcR PlF fM#F FTpJFFfr £RT Flft^xT FJtf 3Tftmt7Tt <FT FcErfF) 

3lfMF# t 
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(5) "3fa frjfdJoHF 3Rfw" *t tetf 3TOfaR 3?fi#cf £, fcH-Hcbl oRR *TR# ZJT q?J3Tt faSR, 
JMtIK ZTT gfcRfiTUT % sfrzR ZJT 3^TZt ^teftR 3RJ?T£JR <*>|4 *c 1N1 ZJT olfclcDtzj JcMIci^ Z7T qftSM # 
foTCfa 3mt^T fwfr # 3^#-1 3 jfcdRsid wt # #, te^kR§3TT#; 

(6) ’ otfar ^ oM zn zjot## ^t 3 MN^ zn ate steferatr %> % «ri^ ^ 

idlHfafa rt ott TTR# ZJT ^3Tt ^ feR qfcTWT ZTT 3qm 4 ZIT 3ZRt wfer 3TJ?TOR 

3 3qzfrq & faj 3H^lf4cI t; 

( 7 ) ’ate ItefccRr srafae - 3qriR 3ftr tor ^jfSrar set S5t^ it# ^jfair 3rfate t ten# 3te 
rdfcboHI 3Rf^ 35T 3TOR, TOR ^T M imR 3frz TOR *t 3TTj4fW Jlfazfltf # 3 TTc¥T f 3?k 
F#r wrfq 3qror : gfarn? # #Mfr #; 

(8) ,, 3rfti## M *t ttzn ogfar 3rfMcT % ate ftffec#a 3Rfw gq orr 3i# ot 3ite 

qfzzK qr y^iwfnd^ fateR Ft, 3tk w qz jreiRfata fateR Ft, terete 3 rrict, tezte fR, 
cfrTlPlcb , 3fte?JTcTZT, q^J-fafacHI ^ of^WW, fifafcT faTR SRTtTRTTFTF, Wffe, Z3R2Z} 

frzg^Zg 3tk ebcftfHe^ cTT nld^H # #tefcR f, 3^# fa# # Rq te g3>KT o!T?TT Ft; 

( 9 ) 'fa# Mq ate fafooF TT 3Rfw 3^TO ZjfajT % Utncltf" te itZTT 3qfa=T 3 TMcT # ait 

jfa fafa c R T 3Tqfag ^ telTFR, HFR, *rFRR, qfteeR, 3qTO, TOR ZJT fa# # 5R5R & F^JTFR 

fa# ^ttrt zjfajT gq zm# t zn- 3te faqfar zn qcrtfar tor t; 

(10) "3R^# M ^fqte^^3q^3^5^t3lMrr#; 

( 11 ) 

4 . 3rfb###>g5rtea.- 

3?ftT## ^5T cd riot! #TJT fa: 

( 1 ) "gtefeicT TO^r ^3 faj "fmt 3ror mk fa 3?R fdfaoHi awftre; m f^ttcr qR5 w?cq 3tte 

yiitd<ui ir ^ yfd(j>ci q^R ft^ fan ^t far# & 3 t§rr # 1 

( 2 ) afa fdfacdl 3 Rlw ^ F^JTcR 3 3 Rltefc 1 d cD4*KT37te 3Rlt ^t WR^ZT # ^Or-^3 ^ fa? 
qfasRT ?RR 35t; 

( 3 ) afa teifarR 3 ^qfire fa tfr # 3Rrtefar gqfaKt 3lte 3R# tet 3R #fr ^ wzite ^ fa? 

3F# RR^ZT 95T qfcR&M ^ fdHfrT Rlfacdl % FCTFR %> ^RR 4^1 Ft of# # Zt^TRR 

t I 

( 4 ) fal# ^ 3TJRZ: aR3 fa^ 3?te ft[ferR 3Rfw ^ tjejchD<U| TOR I 

( 5 ) ^gfar 3 tte qzifar aqfafnrcr #zaRra3Rt 3 ^rr 5RR #ar fdfardi 3?qfas ^ 
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(6) olid fdfcpotfi 3w[*i<c ^ F2JTFH 4 3i-a[cffcid 3HT^T d>4d>K) 3jfr 3R# 

f^TU dlf5ct> tdl^ aTTET 3TRTtfoTcT dRRT 3#T 3Hd)TT^TT I 


| (7) dftd fdfd>odl 3TTcfe W\ % F^TTcR £g 3rtfacT 3TTd?dd) 3TORt yfc dRift <$t 

If^raftcT 3TFjf^ TOlfaci dHdT I 


(8 ) 3ImRi<c TiraT, fdfdd Rd4 3fk rtcr 3tfm & 3igm 3Fjgdt-1 # 

^itdPlR^C dffa fdfdxdT 3mfw RWtJ W1 ifa\?6< 3F^fef dRdT 3?fe qfcfed STeJcFT dRdT! 


(9) o?ld tdfcncfll 3?qf^|td % F^TTcR & dkld 3WoRlf$ld 3HdTFt g&MI3# TjgRt rife cPRT, 
d)T Id'iskld, 3rf^T iffd^ eft feffe dR4 <ft 3ik 3RrfKMId> d)l 4d l ^ eft q^fcT fecftfad dRdT I 

^ d^t T^TT ollL^II 3}fe dlRd) feffe cf) dT2I fqfsel Rlf?Jcr>l<l dft 5RnR- J11 4 JJ^Jd fcbill 

3nro crm ^7 ftqfe ^ 4t 3q^f^ om rnflr? i 

i 

(10) dfe fe# ^fdtJT d)T 5raie1cb 3TT?lfdd WT £) 4fefT dT dFdd 3Tggjft ^ 3T^TK d?fe 
fdfcbcai 3fflfticc Cd)d dft dRdT eft fdfFd RlfcdRt cpt deddeT gfdd dRdT I 

( 11 ) dfc 30 ^ 3Tfad) fdteK 3ft gfdm # eft oftd fMcfccdT 3Tqf$l<0 Rdd Tt ddftld d)l4d)c1l4i d)T 
gdlcScilcrM 3fk dfdfer dR4 ^) fcTU Ed) aftd filfcbcdl 3FTfw Rd£T Rdft^ 7TT fdd| ^nfteT 
9H^TT I fcft ?d)lf dT yefteo *5F dRT 4 Ed) dK #5d) d)3ft 3lfe 3drf "loeft ct)f4^d d)T 

5T^d) fcqfe dfed fdfFrT RTfaddft d*t TOpT fd^arnUTTTI 

5. dT^TT dftd frlf^Jr^TT ^fejT gWTdTdydy d^efe.- 

( 1 ) ^TF ^gfdfelcT #) fkj 3Ud^d) dOT 3^TU % 3ffmM ^ tiffed ^td fl feoHI 

d)T Rc^fd) RrllcTd) d)T ^TF drrfer FtdJ - F^TTcR %jFKU| jl^K 3#T oCRR fd fddWt 

;JFJ^^THd^dT^3ik^4d^qTRfd^RTO I 


2) 7dR?27 ^gfdtn ^ ^Td Idfcbcdl d)T fwti % 3T#T fdfFcT eft 3f^TR Wl 

i\ Edm d^T ^fdRdd dRdT I 


|3) M TdR^ZT y Id com) (Ed^) dT ^3^1 'gfdtlT3Tt (l?d#ER)) #) 4, oft 

id fertt ^ r^t 6 4 drsjrfMFci ^ 3 t^tr feu m ^fe fMd)dm 3 TRfw dft #7 ^ ift, 

fdi^cl RTficni<i d)t dccDlcl ^frid dRdT I 


14) oftd frlfcncdl 3 IRR(cc % FdlcH 4 SRifcJicid 3TR4 TTdt d)4d)Rt d)t uf?TOT RdH dRdT I 


(5) add idfcDcdl 3IRfw #) FdTrH 4 ^4a[cid TTddM d)t ^TOlddT dlc^ Ttfe & ^edd ^td 
fdfd)ddT 3IRfTO ^) F^TTcH 4 ^fwffefd 3d74 dii fohfl ^gfdd Fd ^ cNlcft fdfd ) ' ^| 
erffd 3ik 3ddftjd) fdfeedT olid 3Tfe dfeROT axdMl cTSJT 3Tfe) 3rfd#?I d)T 3FgraM dRdT I 


(6) ^d fdfdxdT 3Nfw d)T FdTeH 4 3ddftfelcr 3Td4 dd fefet d5t Hgfdd 3lfe ddfe 


cdfcfdJfd TTt&iu|cr>i<i 3*RdR RdH dR^ gE 3dd?l 


dRdT I 
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(7) 1%rfa5oHT 3T^Tf%P5: BSnc^r ^ ^FT 3PTRTf??cr ^tferoff 7TgFet ^ <?I7PTT, UTt ®T 

foa^ra, affr mzsk aftaf jra K i ^j, «tei^d i i qorcft fasfar 

stMiii m 3TJS30T 3ik aifta> ^ht Sifta mfaErft aft sreai -111 # sngti a*ar crar 3 ^ 

fcM Ft^ <K sft S?Tk]! oTRT tnfe I 

(8) Sofe mm 3TOR fe m\ 3q*nfe 3TOfecT mm m 

^wr, yfc 3rafc cTsrr sraicR % £>d 3 fjhk cgj cfnr ^gj ^hi i 

6. snfeprftqf fcsiftrcu.- >, 

^ ^nr 2 ^r snf^r^r ^ 3crrot arg^nr 3^rT 3^^fr % 3 # 

^iWqRtc gnfeff 35T fen^r gr^Ti i 

7. 3*TcJK 3?fa SETCR.- 

3) 3^qicR 3 fen om?7TT I ' 

( 2 ) ^Biar^fti(*c«iaqflTO3qtnT^f^^aRnM^!iin^^a5t|95toqfeT 

f3TFra5T ofta fafeoa aqf?KS 3TOK ftg 3 ^-1 ft 3 ^ ft f^ 3 ^ gft ^ 

yDPiIWl asrai?^1, ^•»|ci w<t>k ar g^atrftftaor ftlft ft af iMP i aft aft 3 q^g^r 
35i ^ 3ajfttaa 3ftt ai-ioft tji m«ich aiissl & fftafaoT ftg ftq& aftaT i a^ftaa eft anft q?, 
^ yltilP mft ftg area? qda<m ftfc aa ftaicrer skt afogfoafee ancft ftfc aa^m ag^ft-i 
3 ?tr 5 gst 3 ^i-ciRci fen otjuttt i 

( 3 ) ^ ncfta? aMtmr sram arm a5*ft ft q?ft zn ft 3 ^ qfca? ft 3 m afta fafftaar 

3TOf^ ^ 3^ ^ aqf?I^ % 3qm ^ gr qTf^W, ?Tst 3TO% ^g4 ^ 

f%rf35c^TT 3TOf9T^ 3TOR 3q^3R ^JlftcT 35ftar <31 fftftt STTfa^JcT ^TT5TT ftta fafa5c?IT aqf?PC 3qgR 

• ^Tfe# a^ aqf^ 3q^ ^5 qreqa ^ am flif^TT aqfqre a?r atrfer 

3TOTC gftfecT gRm : 

^ Tier ftk fft ft% snftrasift qra ftt w 3 *ft 3 tfSra> fircaft aft aaar aft afaftft aft 
arcrascrf crafa^nr 3 #^ ^at * 1 ^ 1 ^ araroascrr aief oth ^ 3ntjR cr ca? a^ar wifaa a^% 
fe g?T ^felT # 

(4) f^ wr^fM35ceraqf?TC3q^^f^OTg^qtnrraiaqaT!ra7?RarnT^^ 

q# jy-aK ^5 car «m ^ ^q ir nwa?, 3tfatapfa ztt m??B^a, ?T5 t 3tk afl^ia 3 ctcr ^ra 

^enfqcT i 

(5) ^f^tf^^ 3 iq^ % ?sn?R ^ #7^ ^ 3^ a^ ^ 

jm"u 3#r waT ofta fdfooHi aqfai^ 3qaR ^feir a5T 3rflnM ar q^naiaj W tpnfeast 

fu OT ^ g^nr 1 
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{&) *fe# WT cftcT RlfedHf 3F4fw 3 WK ^gfelT 35T aflnM *TT ytllc 1 d> kilfe*’ 3^T 

3rct ^htJc^ui zrrra a^-Rjfcboa1<u 3wf^t dfr prefer ygw fefeJT *jt m ^ 

at fefeJT TfftfcT d§t 3FJFlfcT TOT yiR^xT iJHtfeu[cbdf3fi & *mzm ^ 3TrFt3rTtfeTT ZTT 

*!${f^fei skt 3trerR gRrfeia aRct gu ocrh m$w 3ik arc, otft mg\ tfr mi Ft, 

safem/Rmi wti gu rrr st^tt 1 3rfmfrnt %mr^r to fr?t gaefeurcfrrcr amRuil mi 
3 ^3frr 3^r IMfct srrfOTTRt ^^ct t 

(/) mt mcl Rffec#t[ 3^3TKt % ^ 3TT^ d§t fejfcT 3, qqfTOJT $ qR aft 3t| 3TFt ft ^ 
3Fra§t w m* m^i & 3 ^ ft 3ifc# srcr £ft 3 F#tc: afr oTFt aar Tt*fa Ft m^i yfc 
tor 3ik y^ro fcfea at£ ski anfr feu au fenftM 3 fj?tk f*fe 
TgfeeT UtfdUj, ^FRtJT cTSIT oZ^R feu tft 3Wd^* RTTdtnfelt ^cft 3mjrft I Sffe^a 1 feferm 
aft yfefeFTO 3rqfw (sratH, f^ttcr 31 k #rorfra Tracer) fro, 2008 ^ 
3£jtd fdRlf5<c ft 3lfydD Ft eft JdcDi F^ fewt efr Sig^TK <ZRH feu oTT^ aft 3*ld*<-4cpcii !> I 

8 «j WP^m , flfrfePT, qftqfR 3ffo 9T5RPL- 

( l) 3^MdlRd ^ Rlfedfll 3Tyfw aft 3T^T 3wRl<cii ^^IlST^Ft ftcH^II jTHJTTT | 

(;?) ofta fefecHT 3TOfe^ aft 3Rfe ^TFRUT, MRdeH, 3W 3ik oZRR ft ^ 3Tgg#-2 & 
3 RjoR efr r?jr yr antjR ~m shat # fezn oTtiftt i 

(;j) 3rr?TR yr 3Fjgfit-3 ^ 3T^RTK cte rmWT oTTETTT | 

(4) yRdgdcbdf fe# 3lfmM ^5 .qfw fee ft 3T^at-4 3 fdfFcT 3Tra^rar ^JcHT R#cT 
3Rpg^ 3 ^yifdfFd ctm mci Rffec^rr 3iyfe^ #r fe# 3ffe ttiff ^ Rifeofii 
3Rfw jqtiR gRftnfe feu yfefF^r mkm i 

(5) TFT 3TfgRr^5R, 1988 ^TT 3ftfe 3T^T ^TTU W femt # fe# WT % Ft^ f? ^¥t '^TePR: 
?RT ^ifdftfJ^ RTSW giftra^Rt SKT 33 tT TOtoRTSf yif^xT fe^IT # 3T^qtJlR'd ^ fdfeodl 
3rqfe^ qfedF^T ^ *JH # fe^TT alTCTn I 

(3) Wf 1,2,3 3fk 6 $5 3F5yiJlRcf ^ RlfeoHT 3F4fw 35T 3TgcTfcfRT ^ gft 3fea ^ 3TftT3T 
^r^RUT fem oTTOT: 

zrfsr fe# *KUid^i W 3ryfw ^t 3^cT 3fetr ^r 3mt ^rFRtn gR^r smmm Ft jttcTt # Ft 
;ift^xT ogfer fekr yrftorfr % ^ 3TgrrfcT ^nr 3lk ^tf gfnRdd 3ror grtm fe f^t 

^ ^TTO 3tk y^d<u| IR yfd^d yTO q I 

(7) ^ 35 T ^TTR M ifcicbl Rt^TRI 3RqcTIcft 3lk Ft*? $ ^fecT fem W tR: Rlfe'odl 

3mfec 3^k WT fetmeT 3Md'[RcT ^ Rjfecdl smfed gft RRR ^g 3^r 3rk 

f KMifcichi & mm w qr qg^ gn grrf ^ReTT i 







0) rrfW) ft; ^fmmflra5^^5^ 

3tk ?rer ucru s*#* $5 # 5T(^ui f^rq^ui # qfam’ j 

( 2 ) ?fe aarezr frgfeg iW ft? wstr ft, fftmft? 3fefa wn ftaiwa ft? 3 Kfcr areRg #rr ft? 

a ^ <1lcl1 ’ ^ **• aihrara^, <ngm*Tr #p>nftf, <m Wi fft*^ ^ 

g^ii^iieiia # 3frr w m Sarftt £ ?a fenft ft? 3tragf ft? aata ftg fetra in fe stf ng rf^^iar , 
■h^ ftw Rjfortti ftan? f if^^trftfftftaarfirarit^ft^imftri^aDTsjkPRraoT^ 

3TOT3 357# 35^171 | 

( 3 ) faftcr snfefirft wafer wsa wrarR w fta Riag sta srtrr ft? aftftsiar sfc fem ft? 

37#3 35]# 35trrr I 

( 4 ) ft%T mft 735 Rt ^ ftdHl 35 * 3 fJ 5 #t 4 TOsST 6 <TC ZTOT 3 Fprf*mT 3r K<t l {Wi cf>T 
3fJ77cR gP^ttt | 

10 . yrftranrkf^srfts^.- 

^ ^ ^ ivr. 1 ^ M ^ |CC ^ ^ ^ jTF°r v\ *rsT*ur qftg^r ^rr stcr 3ffc/*rr 

^|TrR # WTf oft? fq^pmi 373%^ 3*raK ^felT 35T ?c#35 3ifeM 3T ^1(335, aSfe 

aqftrc ^ * tot^ ^ 

5T5WT-1 # srrter 3r^nr t 

( 2 ) fafeT snfesrft irwr -1 aft snfftr ?r ft# aritr asftar aft a? 39333 wrft 3 ftr zifft 3ara?r gg 

wmR * **" * fe aataar ft? <trt p, ftwft ft? 3 ^ afa anftreftrgejmftrfar 

3lla ’ t|<n smart eft agjnfe>K ^ifejfftgsRrjrsararrrrtWraR^nr 1 

(3) w5it afta fearrarr 3rcfes 393R ^ffttrr arr 3ifeftift/5ra7cra? aft 3 ?qfes infer nun# aft 
wfecrr gafaffi a*ft ftrferwrsfgarfttsiRiiMftGargftaft gfrsRT 3rafa ftg 3 rftf?m 
grftiarR' nanr few ancar 1 a^tana srafSr ft? tfer wntiHiig feaitm gtft ?r, snfei?Ra?T 9 Rr 

aft aft 3 ft? 3iafti ft? fe? attarwr few arranr a? 3naaga? awarcrr s>, eft ata aaf aft uar 

371^ 373f# ^5 f?^J ffen 3TT ^Tfr 1 

^ in ^ ra5 ^ 5RT 3ataar aft ^aaif a^ afer aaaR Ife anft tr qatmr gjRojj ^ 3 ^ 
*^fw3nftajft3*ftr ^snfejRftrattewr^ft^ft w 3 R% 5 fa tt air ar^ft 1 

( 5 ) aiferR tr fer gfftgj 3ri^6-i ®t srr fafer snftrsi'ft srt M 3 tiaaaa? awatoft a#a 

Ftft'RafT'fWtfi armarfarfafejjfttia^ta^qgf^q^ jnftrasiR fen wajj ^ 1 
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(6) sft 3iiM sraicra? atfoPm *it f=r Protf 3<rati ®i 3 

3TOT5CT TFcIT t, <tl idfe'd yiftlcw^ rt>aa^ fcfiP STT^ 31^ 35R# ^ 3lfa «l^ MiRwjk *JT 

Picifel cfR dcb^i • 

q^j fe srffcjfeit ^tt uw ft\ ^jrof 3fer fej fen ft\t ft nrftroR m ferfe 

[cD<4T Jlll^ll I 

( 7 ) STofe 3 TfeM SRITcTO ft? fcricboHI 3mfel% ft 3FH, e^ITcR, 6W\< yfc OTH ^mft 

ffefe fe? <£f 3 srfroR fen w m, 3 fetfr tft-TOK & nfefer ^rt ftfer 
giftra^ ft ft oTTunt 3 fksnfiroK^ 3 RRf^t& fejy^r-i 3 nufe: Tt 3nfer 
ffenanro i 

11. wnipdftK tiRifcI.- 

(1) yc^ra> tto^t zjt Tra tto?? afcr ft *k*k tt3?j stsztsrt 4 to ttctttor 

^fafcT 35T 35=1 35^1 I fH ^aftfcl # TT331 %> WRW, Mcila<u|, 51F& <335rB, M«lMlrH 3ik 
Rllcb^i fg^R fiwrrit, TTSJ y<jyui fatigui gif gi y^yoi Pw3°l ■aftfci, Pioi<il *n ?1F^ 

m giK Prrwt yftftfa, wrcfra fafaoHi, w ata firfax^i OTfsre: 3TOR #rar skjk 
^R35lft *135^ $5 ^hMHcT I ^flIFa>R ^ftfct 3§t S?^TRT 3o* 3tK4ifj)o 

^fcJcltcfR ffejT aTOTT I 

(2) 3^3tT m feR (i) % fftft m?ftftft^lft,^ TOOT 3KT H*\n« % fH fftjft ft 

cbllrf*d<LR xrmcfr # n^lin^yicb, #TT Fafecxil ft?] 3lk TSTT TOcT^T ^ ft 

^3T Wi m ^ 3^ RT^I #TT ^TTcT g§t ^feirat ft W?J # 

fHHlciRdd ^ facTOT TO >HdlEig>K ^InfcT ^TTT^TffefT 3TTCT; 3T2jtcT> 


j) ^R5T #TT i%ffeoR gST 3TR H^lPl^tcr 

li) Tsrr HdicRi gn to y[dPrf?r 

(3q Tiftra ^ ^r g§t qfer 351 ^ fe^t ttt 

HdlcW 5RT -imPiSRia \ftu\ aTTTO) 

(iil) Sttr^Ff TRFIcRT ^ TO yfdfeti 

( 3 ^ ^r ^fer ^t fai^r 3 tt 


31tZieT 




TTcR^ 


(iv) ^gRccr 3 ^< mRcjr35c?tm h^io<4 ^tto yfciPiRi ' .... atm 

(3n dfej ftt nfef ^T ffef 3TT 

^idlci<y SRT HIHfn5f?IcT fe^T jTTTO) 



[*TF! II—' W*S 3 (ii)] 


.. i, .. . 


(V) 


^tt? trtt Tmmctn ^M?TTcw/g>RT^ .... trrtt 

gq ms qfefnRr (iVjftecwTCfi srt HmPrSftid fenr sum) 


T£TT M 3R «K*rfl 3tTtT *KcfrKl «H'l6Hi t W widtHM gt deltoid gRTfett fe^# 

Rjfd^oHI fe^tfsldl vmt 1 

ticilpcDK tlfnld 13F Hlt ggj 3K tocb g>ttf foRTt TRRn ^df ^o'l TjfcTen3Tt t j?Icj 

fdfecni 3rofe^ (qttR 3frr f^ttcr) fertt ^ g>iziPnzn Titefr Tflft quiet gt T^tarr gt gmufM 

(4) RT 5 T^r ^TRT R^RSZT f^RTt cb|i|T-diiH nt RlftcR gRRT:- 

fe) Mzi ten tit Tan twi srefrtr Tut Tmm tnT afe^Ffr t> 

Titer t fertf $> *iziP<rr gft gt Hifne^ g^im;' 

(^) t^tt^ tnr ftfe'Rfl tinr qFife^i* gt ^ tjtrt q^ncT, 3ikfetter PrTsiui 
tit inii’H 11 tr 3U Prut ( 3) tr 3reriq ^ ifoci ticiipcnK Tifqft ug? zn 3if&i<t> yPiPiRjtf tr Tim, 
<yfci 3lld^i|cfc TIH$i, fett ti TRTT3T TldT T3ITKT t^sWlcg Vlfcl'OM g?T pRianq gR Tfelll I 

(5) fafecdl 3 Fqfeig 3 c*re q*fr <ne ft T^RgZT ffiiuo ft t oftcT fafeoH I 3 TCfeg fqfrttfe 

3^MlcH gft JHlfHciT gRt #5 feu Tmt TT3Z7 ZJT TTEJ TI3ZT gft TR^Rt £RT f^fcTT fdfedd! 
3rftra5Rt m 3zfe srt nwMfed 3rffcra>ift gft 3rezT£fcn t feet t fecTT TERto qrfer Tifqft 
TrfecT gft 3mnfr 3rk fecTT Tntzr difex qftft FTTr^FURT t3mtr frtt tot ^ci i£ct>K Tiftfe 
gt RTeJcT gft 3TTTP?r cRTT 3TRt gft 3HcfRrd> <t>|>[c||^ tg 5lft ^WT ftt^T tit ^TT 

L|^lfd<U| 3tk t^TFRT 3rk ttfeicT TT3?T 5J^T PRU^I tft ^TT 5T^WT PitdUl TTftft ^ ^ 
oTTltit I falrTT fdPhodl 3lf^Rt ^TT 3^ £RT 3TEZTeTcTr cm\ foTcTT RTFfta 

Prrt^t TfftPr t g^r ftfem 3ifteRi ^rr fteT m&v arfterfr, tto^t few tti ^n 
PltdUl TlftrfcT, cfe T^RSZT 3lferOT ftWT, .fH*kif ZTT.RTR ftp, ^Rdta 

Pllcbrdl TRT, TTT^TT jftt filfecTTT 3iyRl^C 5fteT ^5 ^ t ct>l4<d <fcrt<^i^ocl itr TRcfJI^ TRTSRt ^ 

nfdftfer ttMtict Fit i 3rwra> Fit qr Trftft t 3 rt Ti^Rt ti Trfrqfcm fem ott 
T f^rTTI 

12. mPfgjfWW.- 

(1) tttftf otn fnfecTTT 3rofWsqniT ^jfnen w] qote 3iftnM tit ymrfct) fgfFcr qrflr^Ri 

3i jRnrt gtntf ^ tkR qtfer oftn ftfecni 3rq1wt ^ wif 3itr 
Firoft ^ nrt t ^TRi3Tt gt tiWcTct gRt t? fhi infer feu ttu n5W: qr>q-2 m tou 2 ^ t 

q^cT3^7TT | 

(2) fgfer qrfergqft wkm frr ^ert gt qctgr nt 31 ng? y^qui fefeJT tit gt ugr 

Tfefef TiR t t^r[T | 


3225 GI/11—2 
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| (3) 

| U95 ^iasfcTcT ft ftftaT I 

i 

i 13. 3Tfaft^aft ^GTTolTaT.- 

( 1 ) ncfta> snft^cr oqfer frt fa fa^ftt anft fa>e au fas^f aafeftaj IWicff ^ 3 r^tr ^ 
fafooHl 3aife|t£ ft? tFH, UF^T, ftSROT, afWT, 3^tJR, « 3ftrM fftftt 3R7 

ft> FSHcH ft ftftfcT a?T 3T^TOT aftar I 

(2) aftt 3lfaft^ fcftt ftt Wf fa%cT STfeiaaft £RT faftOT 3^T WTNa ft? 3W^R fttft i 

14. ^J&'i 1 ciJl Rntfifr.- 

I am foftt TR3JT 37T ^felT an ofta fafecRr 3mf*P£ a?T 6«HCM fej oTTft aift fe# ^IcT *R *JT ftft 
| 3iqRfr^ ft? ftftaFa ft? ^kra aftf £*S<iHT Ftcft t ?it Miftjqxi o^Rra &KT fateci HilicDfft aft 

| srsq-3 ft <pfear aft ffttrf ftai I 

I 

I 15 .3rifar.- 

i 

(1) fa faajftt ft? 3Ttfta f%i%cT Snfiiaaft SRT foe at? 3 TT^T ft oyfdxf aftft ’ft oLlftfcT TFT cTR^I ft 
fjFTOt 3ft 3TT^T aft ^RJtHT ft oTTc?T f rfa fta ft? fttcR aTRT ^R^R 7JT ftrj Tla^T OTRH ft? 
ftfta ( M^cKP l ) aft 5T^T 5 ft 3aftcT aR^ftaT : 

trraj srf licbft ftar ffta aft 3aa 3raftr ft? mhm Ftft ft? toticT 3#ct ttf^t aR ^rftft afft aaa?r 
^FRrqitTH Ft oTTcfT f fft? 3TatcTT?Jf aft £RT Tm *R 3lftcT q^TfcT 3Rft ft <R(ft<T 35RUT ft fta?T W 

err i 

i 

(2) $a fa^fftt ft? 3T?fta TTCR3 ftaT RjRbotfl ftaT ft? HglPlitfia? ft? 3Tift?T ft ^rffta aftf ftt ^rffttT, 
rt cnftw ft, foRiaft 3ft 3nftn TRjfer fa?arr anar £, ftra ffta ft? fttcR ft?^ft*T <ko>r ft? 

aftraaftan^aft 3R^5ft 3TftR^T^aR^ftaT: 

j - 

roj 5nfea5rft ftRr faft aft 3a?r 3raflr ft? twrt Ftft ftj M^riicf 3rftcr <r ttf^t aR ^* j n, aF 

3Tra5T ^F WH Ft oTTcTT t fft 3FftcTTftf aft WW WC 3FftcT a aR mft ft <*>K U I ft 

| fta5T w an 1 

16. 'RlHlRl 5ZRR IRfttaRUTT^Jcr.- 

|r fft^rftt fam 5 qa yiftr^ca 5iTna Fift faar, z^nfeifa, aar faaa, aarmlftaa w asnftRr 
faa5RT, 3raft 3TfcaafftfT fttcR 3ara ftta fafaRar 3rftft^t % ffta aagaa rrtrt rrr ^t 
aftit^ui ^TRiMci^ a5^ft ft fftafaaftaRFtaT l. 


i 


wrn I i & a 
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II—JSP>5 3(H)] TRW : ^WINf< u l 

17. ‘rjftraT &> 3rfa*Mt, srarcra* asr fcfftwa.- 

(1) flRKI j?R RjfecflT 3 nR|*£ 3qtJR^gfejT 35T 3tfmWt ^ ytlTcIcfj, fefooflT 3mfil«ci % 

S^fad ptncid 7TF j?lcj frjferfTT 3wfel<ti cfr oETGR PimCH ^P> <t>K^I M<4cK u l 7JT crRcTT <J5t sl4 dicl 
WTt ^5 fflT? fcrt^ciK FRt I 

(2) TTRRT ^ frlfcboWI W<fK cf5T 3lftnMt 7JT 5TcHcR M*<fq^l (^ROT) 

3rfll(HilM, 1986 3>t ETKT 5 3^k tlRT 15 $> 3T£?R <*>l^ar£ e^TT I 


3 v^ytfi 1 

(ftqiT4 3jk7^df> 





(HR^Ta 3 tT^, 3R, 3Rk^3TcRcj) 


q^3Wtfl^ 

(q?J 3cTc3v, 3tn, eft 3JOTCT, ^ ^l<k, 
WT 'dlfdd 3TTT, £3, ^cfff 3lk 3T^tOH 4 
yqtfd yciljnrHcp trej-Fclfcbcdl 
^WdldV^lfdUldifi SKT3?qW3?qfw i 
3^'fMdldi, iJFt ^ W) 


^OT JW9\ gfRafa Mlgl ll ^ l 31MITO 

sftr 3^ sralroron 3 ihRh& 

(4qiPier> d+£d), ^ftT fa5IM f * 

^iftR fd$lH, ^cfcT fe, yq^Riicii 'ddtjf, 
^T^TTTcT^cT^, 3Jf?TOFr45RpT 
3^tr ^ c^f^T^T 3tR 


KCEUiMClCTiEAilPlltlPA'KIUirJIIwIICI 


'dcniHcn cn4d> eft cSfacD, 

f^t, ^ratjf ^F^TTcRtJr gtg «<^mi R^tf 
3*k ^5 3cqi?R £ 3TO%^) 


bir‘'TH£«c:L*it4LV 


(^fTJT, #^^ 1 r#fcT7TTfw : gf7Tt 
31# 'dlRal, «t>ldOd, #W3Tlft # 
^SR 3T 3xfa 3>T 35RUT 3F? mx\ £ I F 5 #. 

3tk 3W^rT, ^T#5ra>K# dtdttK 
*1Rfirat *iftHf?id £ I) 





Pc;r*a:L!J 


&K! 

7TT 3$k RqctxiT, 34ctcr^fci^i 
7JT 5RT *loR ^ TOTcT 

KjfeftgH 7TT jrfgTT ## aft # 
prota^r Ft, 3lfc 5TlRr$>d 
#<Ste^<£teft ^ RtZR ^ 3tfcR 
om< 4'1 7JT ^f&cT ^T 3lRj^5cT 
WZ&Z 3IMfW ?frf fe 4 I 
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r.-j r-#c- i l 1 1- 


r» i tc: i cci i m i r* r* 


0LI6M ZJT 


sfafejT 

(jTHt, 3tk qferarT 3FT 

3T^iw) 





(^, ffeT, fer OTff 

^T%cT ^tT ^ TTcjftd flwfilili, 3lk 

33 wt 3FCT TTWlft 






» K l H l B p sact! n I I fc: I m ri 


WcITcf W STfeT** 3lk 

3qtIR ifr TOJTcT ^fjR^xT W 

^3TRmo^R 


FT 

TTH^f % aft ^ fcfer 

TRnylHcb' 3WR® 3ffc ^TTcfr ft 
^ 3tk 5trr mi ^fgRT 


ftcqur: 


m$m i%> &i$q)cm) 
<1WVfd<b 3WK f w 
qfdfedd Wt / 


wvfopfui 3 gtf mtf mn 
s itnj&xuf *ie 3 febm jfim i 


ffcm jtmt wfw ffc 


%# jw ^ t?fe / 


jw # ffcfmm 

dmjrr&fci 

fl-flobd k1lRd&/0eff m 


?I6<) 3fk ^RRt ft jffw fwffccdT 5/v/5/«C cW >/£<// ft GGtKPK cQZR chid! fdffc&t7 f&Tl / 

77 ^ftggre^-57Z7T fcf 3T^jfcf ffcwdmfimrff fct ycttyfri dfcmiwfonMtit 
am a ww jfc fhfbctfiD mfew 3wzn? fct rffcir3Vcmdwf i iw^^^nmmzR 
fcf ijfdw, fc^fer fdztm fci &rt ^ 577 # jw^ 3fk wfc & fw 

fv&icii fc3rfffiz3&ftm fcf jnunf 1 


pratroicTT, genf, ^nrr aftfer 31 k few aTrcfocnftt ft 33 3rftw a5T stor frr 

jmMfefaRlft *THaft aft iJTT feTT 3TT | 

WhIohui tri a>r (foftt ftt ftYa Rjfcbcdi srokre fc ^f^Hld)<ui gft tr#t 3) zjfe fgft?T ftftn ft 
3tffe W3T ft tqqicm ^T' ft, cjt RRH ^rf&TcT ^ # TTTtCR fe^H 

jttuttt, okn fe 3mfw (smtR, 6'<yicn 3tk kacR) few, 2008 ^ ferr 

w# 1 












[wt n—-ms 3(H)] 
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-■■—4--' 

3ig^2 

(fom 8 Jhdf) 


5fta faffccHT fc <ZRFT fcg as^f aft ^7T ^5cR 3ik srajR 


xi ^5 CM 

^ —- 

w^ 4 ! oil*} cJT^ 

95T y<J>K 

3Tqf$i% ygif ^gerf 

ai^Eft l^ra^IK 
3TOTC & fifc|5?q 

wTT 

hhh 

5fbt 1,2,5,6 


ciid 

~T\ '""T- 

gmTefT ^Rgarr fg ?k- 
crnlfl^i'q’jci ^cllffecb 
t7T/4*<DtJx *J3W 

sratf 3,4,7 
(4- 

(^qclf #, Sfa 

3iqqtj) it5 3?g^R- 
(Prznr 7) 

Hldl 

w-tonhI^ci coiij^i* 
^T cd^-k 

- 3-k'ft t\ —-^- 

STci4 8 (7W!i|)Hcb 3TC%g) 

3)qqt)l | ^3TJfTR 
(fWT7) 

cr>idl 

^lx-qnUH)gxi 

#TT 

-- \ -—- 

^Rfi ^qur^rf 


f&m: 


1. 

*7W cHTU'jTnFt / 

2 . ufeuzi f 3 m famm write m # riwi am ri dsritefMz m tiritm 

kiiRcm eMt $ tet jfri ri,t snciVUcbdl ^wf t / 

3. ^rite sfcrmfwz rid mriew (m amjr ri smrim), Ttfrg swfm .;, 

# ucbfza ftbm jwL"ii 3fk $m>r wm wi{ln ster 3mf?m (mm site mim) 

HM, 2000 $> 3i^HH frizjT 3JUFIT I 
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3 

ofte RlftbrHI dr fell? 


EicuiCiisH 

LA 

nGr 


jm^Vi wik 



1pp?r : cfec I gcTTf ^tTZT FftlT 3ik STg*3cTT Tt fauf 81^ F^N 

; • 

3^gtft4 

(f^R8^l) 

:ftg faforHi awfira. <u>*iH<li *tt h nRa^-i tfa?r 

fzFT.. *TRT . 

3*f.;. 

^r3H3§t cfTC^I. 

(HUfsHd Wf . 


[TO 35T did 3frc Mdi 


MMcbdf 85T TO 3lk TO 
^CJTTC ^.. 

. 

. 

W&Jgi . 


3lkTO : 


qcrrf #rt 3ik y^ydi ^ fesnf met Ft^t I 





















*fR?T 
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3F3^ft5 

(fe* 7 3ik uhJ) 

5te fofe41I 3^^ ^3q^3^g^R^^THqy 

1. ftro JH'Hq>.- 

*R*fe 3 felfclRdd MdlcH 3lk.3oHa?H W ra> I 

. . ; • „f\ ,_ 

3?. PraicR TOOT HHtf) 

1. 5|R<XaTcTT (#f) 99.00% Frft I 

2. creicn tturt wr a?r mift : 

. - %#3ft 2 X 100 

%#3Tt 2 4- %^3Tt 

3. STT^Kt -ft] dlM’HM 800 +50fejft.#. 

4. tfe; ife m] fe) Tfe 3 -^Hd±1 3% oH ^T%cT 1050+ 
50fM#° FfrTT I 


doffed nW 


fcpfe 


I0EracE5MM—^——i— 

150 

(2) HI$£)oH ^ld>HI^ 

450 

(3) lid^3nf 

50 

K>Lr»Pi€ifliaciiE:raBiR#^it;tei6i*i;iK#ui^ 

ifrft'l 



few : 

(^) ^7fe 3ddS<Ucb ?t, eft 3^3Pcf 3cflfe #n!3ft flft tflffe ftg WTO) ft JM^drl ft cfelR 

fe nu sr^nn ^rsm crfr fe ^nfeu ^ wrc: ft m\ ftft ^nfe i 

(*l) *R*T fro aTTft mft 3Wfelfei nft feft ftt fe drftft^fes crtfelujHISIcfrI ft SWferT 

feu mm i 

(n) arftfeftfes (tf'iffea nft wr n# fen mm i 

(n) tri 4 feM tng3rf fe qffefew 3Nfw (sratH 3fk efgncH ctstt ftfercta 
>HdcH) fwr, 2008 fe 3Tfe USnqfelte fefelW W13Tf fe ftfe ftffftcT 
oTTunr I 

(^) ft f tm fe ft fc% sfer 3ftftcT ?n Rjn *nft felfe zn ifecr ater • 

Rjn fen m yfe fen onunT i 

fe) feft mi fe fefeoHi 3rofe 3nriR gfer nn 3ifmM m gw mfmm 
(ft^f) 3tfWfem, 1986 fe 3ife 8^H)fed feft ifeM fe ftTCZFT ft fe W ft 
xm wx ftfe ftftfer 3cnfe (w aft emm fe 3*fe) nst fefe nfer stk 
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3cFrT fcig<frqu T qfwrft cf5T ^S\ dTIRTT cTSIT fefFcT 5nfefd?Rt dft TOpT fe>OT 

3TIUTTTI 

3 TfeTdcfe fdfocHT dft TtTTFjgcPcT 3lk JMdlRd f\ 3 cil<4l 

3THTrnf?U.I 

(1) ipicd - 5raf 3ffetd^fa dft yTjlfcid dRct nTO, RifcDodl^ 3 wRi«G Pi+-lfcif^H cfr 3T^R 
FtdT : 

(i) d)d dR 60 fddF fe fdRlf OiTclcrria tfefeRT £cj ddT dd? 121° # d>I 
dIMHH 3^k l5 TO^T gfe differ (3fen3TT^) d5T ddTd; 

(ii) cf5H ^ ddT 45 ftdF cfc fe# 3JlClmrtd ^fefeRT TFRI dR dR 135° rft dd 
dIMHM 3lfe 31 MlJ^'d 5rfe dtf IRT (Mll>'H3ITf) dd ddTd; ^TT 

(iii) g^H c5H 30 Rhf ^ fe# 3iTct mYa YfefeRr gR rt dR 149° rft dd 

diMMH 3ftr 52 m3^n srfcf dY ^et (mIgttstt^) dd gaia; ^ 

(2) fe# %dfR 3ife l dcfe aft Mdife r aR?t w feifex#zi srcfere 3iidYd^4 rt rrjtf 

gig dft Pw t R r d>rY Yo f cK RJdcR dcRt 3TCTtfr=T fedT I 3TCfeTC 

fHHfcrf^ cT^3^rHfmr ; 

(i) d5d Tt dR 45 ftdF Yo fdR?t 3ffct mYd ^fd^RT TTTO ^cj dR ^ dR 121° r?t 35T 
dIMHR 3?fe 15 R3dRT srfcT d^f (dfendff) d>T ddld; ^TT 

(ii) dR dR 30 Rrf & fe# 3ncicr^a Yfort^r tfrt wm rt dR 135 0 # ad 
d l Md l H 3fk 31 Mli-Fd TTfcT dtf (^teBTlf) dd ddTd; ^T 

(3) RlfoHFT T 3 1MRl^ dY dd dd) TTgfecT ^ ^ 3Md(RcT HFt HH dtRT rnftd oTW eld? fe 
TFR7, dIMJHM 3ltr ddTd TJdd) ?TF H d#E fd? 3TfdtdrR ^rfd^TI ^ 37^faTcT twu, 
cTFFTH 3lk ddTd d§t gife d§t d| I fdS# d5RUT ^T, WFJ, cim^H ^T «dTd ^cd 

d^ rfcTT t 3T^rf5TcT dlM^H, ddTd ^TT drT TnRcT d# ^ cTt Rrfd5c#^ 

3 iqf?I^ d5T TEJpf ^TR Jffdtd^d fdRTT aTTHT dlfe oM cTd> did cl cINHM, ddTd ytft 
WT gifa H Ft jTTE I 

(4) sraicH ^TRk^r RddilTT: 

STc^td^ 3rf^tdrR # XTffed^ RT d^<iT RcbTlfg ^ ^ ^ ^TcVcla ^ Wgft 3?dftl # 
fcrfcrr, fed WT, TrR M^dH 3lfe PTcITcR d?t Wei: 3ffe cldldK HTHfer 

denfed^dstdT I 

(5) ^tlcfT 3Tfer 
crildiu] jTTcI : 

3Tfetd#d d?t Hc^dd 3tfetd^d ^ 3rfSfd5cR fedd^d aRcTI dT ST^fefecf ^fed? 
d5t TJpfcT: 3ffe c1 J lldK dlT dlfeli t 3Tfetdrtd <*n fen? dR d>R 1XI0 4 olfel^ yfd fefe 
cftdR TffeT dialed dT ^fdiuj d5T 5RTfe gRc[ FT? tferRT TdfertSjfefedRT T^fef 

FfeTl fd5# # felfcT 3 fdTdf 3ffetdrTd fe RJdcR Mdlcld ^TTHfer 30 fedd ^ tfefedT 
TRRT, gfe fd5cRT ^ff dlMHR 3ltr ddTd Ft, 121° # cllM+HM ^TT 15 dfed3TT^ Tt adfd ^t dR 
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fet fet i tprh ^ fcifcbofiT 3few 3n^"gfen gn 3rfeM ztf sraTc^ fer w ^ 

3>n % g?n ng> gR 3?:oTTcTgfen 3 ft?fetfeffe£ rit3tt™ i 

(6) felt jTTcT 

fe# fdfe^ dIMHH eft gife 3>T xHoUIMH 3>fer fefeRT TfntR f^TT ?n fe 35T 

sratrr fen jit wctt t fefet rt ug> goffer cpp nr t^fer <r qftgfe Ft jmt t 1 
tiF 3iid^ch fen fe fe-fe ^erpft tr 3mfen tfegr fe 3 ^ ngr ^ 3?fe- ffe gn 
3qfe fen arm fefe w ^gfnfecr Ft Rfefe tfejr g§t sngffe Rifet fer nfen Rn ^ 
3n^mfe 3R fen inn t 1 mb nrtg f^fenr zwfew 3rjk ^fen gn 3rfmfeft *n 

Mt^icicf) MoltcD eft 3McfftfeT fe ciUld ^TF oTTtJ gfen 3ffc $<1^ BWftRT Refcfil TRT 

amznT i 


3. AO &hRi«g fe [Ji« *iH<3£." 

feft wt fetg fefeRn 3wfe^ 3 rir Bjfen fe srftmtnt ^n y^ici* fe *ign ^ feonr gn 
jMcnfe, gfeicr 


fen Tiifpu i 


fanfe 

<5T 

offer <fer 

fersfkfer 

fentft 

#3?tft 


3Tf^femi 

6 .5-9.0 

loongfer/ncr 
lOndfet/ITcT 
30 n*rft/ncT 

250 mfe/gcT 


gfet-W arm 100 % nffeng 3 96 u^t fe sncrnucft gn 90 % 

3TJjffeT 

4. hi§5pIcH"25' , i fe HM0J.- 

( 1 ) H!$fe^d 3ncTR 'Hl^fefed*, nfefeFTO ^T ^feftOTf 3tqfefe *feftd ^ 
cDcfticiX fe 3tnt 3tR tiic^ 3§t dsl o^3rft fe lci ’12 yc^crci d{£) ffen oiiydi I 

( 2 ) di<fe)3d mmcft n^icraiRdi arm m feft arift fe 3nj?m felt 31 k fen fe sraicR ^ 

nfe 3H<3^cpclf £RT n3> felAH mfencTR 35t aTT ^3xft £ I 

( 3 ) dl$felcld g^t ncfe> ’Hl^cbl^d ftllf 3?t 3lftjg5cR ffefl^'H eTRcTT 37^ftfeT ^fe> 

Bjrjgj 5 rt ^gfnfecT fen w g§feuj 3tk 3 trt fenj 3 ^ gr^ g^t 

3ttr cinicTR nR ^n fefe 1 nr^fe ^ fen g^n g^n 1x101 c^diuj nfefnfe fer 
fenr gRTrn tn gfeng; R^r gn nfeT fn tfefRt fen^feffecrct fen 1 

5. Cidl^ HM(J).- 


( 1 ) Fnwn 2 nfe nF^r n^T ^n Bgrf #gt affe giffe 1 fet 3 imRi«c 3ntn vr ^tt fefe 
3^ gfet nfe g5t fdcct ^ nfe ^tcR r 50 feft. ^5 feR ^ ir ^mr 
fefe 1 

( 2 ) ^tf ffen oiMi dilsu fe gfer g^ b?jct ng? afFfet g^ n Ft I 

d ^ gR fet qT fet aTTrl g5R 3513nfeT ffen 5TT % i 


3225 Gl/tl—3 
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(3) 5 m mw nwi # few jttwt t cfr 3 rofeir ^ Ffe ^ fe 10 

TOT5Tc% ofrt 1 

(4) cfe gw fef csiiRd?i i 3frc feqfe fem # fen 3 thi fen 1 


(4) cfe gw fer eiiRd^ i 3frc fewfe fem # fen 3 thi fen 1 

(5) WFWf Tt fet gw OTT ^dHIcHcS ^ <frfn fe Wife 3^k OTT ^ TCT WWT 

wfw f53n wit fRtt wife 1 

(6) n^t g^T nwfei ^ ^ wit wife 31 k fc?r a rf ffe wott wife jtft wf ^gfwfew 

Ft fe fe WWFt WcT WT oTcT nr fe WIW Ft I 

(7) nFwf ^ fet cm ott few snftrawfr srj rtRj^xt fe 1 

(8) wwn nFwf ^ acsii^i cfc Riu 3wwtn i cim anTi n^it gw Rgwi <^jii i 

( 9 ) ^ffer aici wfer gn w nFwf ^ wfe met fe & ^HdH w t! uf wfe fe 

fell 

3g^cft 6 

(feW6^sf) 

STlfllcMufi 3fk dotfll-ft <f>^fbtit aft ^eft 




lfcfefefewOTOT3lk 
MRdK cbc^ll u l W3ld<M, fetw 
WT WoW WSJ fwfewi 3lk 
M^jMlcTH WWTOT 


WWT WWT 


3nrffe5iiw wfe 

(ii) TTaW waqui Rci^ui gtif WT y^ u i Rician 


wisft gwfefer nr wfem 3nr otfrwxtt 

d5l4cDHi £cj fwfer WFTWWT I 
(iti) dHH 3TtW Rifled I 3mRl<£ JMdR 3llT o^ch 
Wfe73Tt ^ fefe OTWWT I _ 


(i) few mttoRT W 5TTTW95R WW WIRT WT 

3OTfe WOT wfel3TT WT nfei 

feWTWSJ RlicboHI wld^ldl dl$4d 3?r 

I 

(ii) WlfeWR 3rT ^Teff WT fW Rfer ^ 3rfe 

WWWWf efr 3crTTR WTTOTf iWT-^sl 

^ferort wr nRfn fwffen 

qfcTWnt ^ dl$4tl 3OTtf5fw WT TF 
gTRT I 

(iii) fe fwffen 3 nrfw twtifw, 3nwR 31k 
wrh Tt wife wot t^s-^3 ^gf^trort %> 
w^rw femft ^ qgwmw I 

(iv) fe fwfewT 3nrffe ^ gww nwfen 3?k 
wot ^ wnai oftfei ^ Tfe # Wcwrfet 








[W\ II—- WX£ 3(ii)] 


w ^ft wm mwm 



gkjtfrrf^tit ^ m$ Rtftarr <m RratfR 

TT3CT xErPr JR tienscpi^ tifHfcrat 

^5T ITS^T I 

3?fa fcilcrx^ll SmfJl'C ydtn ^ 'd<atel 
cn»i4cr>cilMt RT fqPidncp yi(licr>iRql 
ufeafWr 3rrcfrjR rt yiiiloH gRRT I 
gel(tfr f ft ra? fffc fife RTEZUfi 3R dHhfrcttdl 
35T ^RTtaTR 3RRT I 


^T5?J iHAtfSPR ^ISf ^TT 5^W 
^IT cb^il 5^WT fciW 
M<yfcK u i 3rtr 3H rwrt ^ ^6^ 7 t ^ * 1 * 1 ^ 
tm m&Q t^S-^3 jrfteRt ZJT 3W 


3R 3TR3tcrR I 

-mm #n w??2T ^i-^i ^firtrorr # 

'dcll^cbK ^rnldiil $> ^ 

RifooHi scrtsr % sfetR ^.R^ran 
(fWT9) I 

^RT Mfa^Ol-ft ofe 

idfoctfRT 3mf^: JcMIcR <R Sd3fe?T ^T 


iH^i^ui ^ ^ Rifife f^M urgci rrrt 
(fimio) I 




r^r o.i jt.. ;f-*aLy feEisMHS^£5i^ 

3bT 


5ra£R35T3)RT 


m 3TRTtjR I 

^ fefeRH 3T^fw ^ 3^^ 3^ ^FT 
gfg ^ jfhMrifeft R5T 3ig*fcf (fern 5) I 
o?tr ftffeom srcfcre; ^ 3 ^r ctsjtosrr 

tg fcllHJiilHi 35T filE^M (PrafR 5) I 
RT5TT 3Tfa ftrfecRT 3wfsi®G JMtjk 3fk RRTR 

^f^ensfr g>r'iiT f^rfreruT ^it ftTra^t l 

UilfcKU l 3rk RR RRTcra 35t RcfcldR aififo 


klREEGKEEiKESfilstrail 
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7TRT TRcbR ZTT W 
W*K^TIT?[RR 



(Vll) TfaT 

srt y^ifcid ^fdtii'irt gn 

fetor fe: fenfe i 

(viii) jfrr ftifecfTT 3rqfw 4 R^fcr 3 T^teiR etc 

SRJTcTRTcRcJ) 3T^ttTR 3RRT *TT Re^Vl 
RRRT I 


w?szj t^3-^3 Tjferto aft trcrixcr fRfefr 
33 3M33 I 

(ii) RK35Rt WFXT ^3-^3 ^ftyi3Tt 4 
ftfocflT 3mfw SWER 3^RTR 3*Rfet 
33 STFM 3mZ3 I 

(iii) sr femt % ft) twei ft tot 

M<^ u l PlM3U| fttift £JT tl^qui Picj^ui 

#ftfefi aft fe i 
(IV) *ldlS<t>K' ^ftPd aft r<H^bir<5?h 35T 


(i) ^cTR?zr 
3RTT5R aft fRfeft RRTRT cRTT fafe 
RRSTafET ft ft)*$4| 5I^PR fejyui ^[£ Z3 
Olf9ct> T<m 1 cf M^cl aRRT I 

(ii) fR felftf ft) 3T?ftR grftJR5R aft RoJjftcRJT 
ddldD^ui Z?T 3R^5fcT, <£cb<v\ EfT feRR 
(few 7, 8 stir 10) !l 

(iii) snftoR ft) fafer 3Ra?ft fe str! ft) 
3FjmcR aft ftratefer i 

(iv) $R felftf ft) TcdUH & fe 7RR^7 
^gferaft ^it ttr?t fdfeoHi spftftre: 
3rrr fe rrr Tjferaft ft) fa^r cfeai£ i 

(v) RaRSHJ £ 75-^1 gferort EfT ^TRTT ofta 
ftffecRT swfew 3Rt 7R 3tk RRR ^taEjto 
3lk 335® R^FR ferauT 3tH ~m g^tTT 

, Pl^d u l *ifHld4l ft) ftcj cftd fatcpodl 

sratod ft) ^eraaRtr, ua^ur, rsrut, 

qfe^R, 3RETR 3ftr oERTR RT RfftT8M 

tf'l4ci)fti R5T 3TRT1 oH I 

(vi) ofta fefeoFTT 3TRf?T^: gftER fta?ft 3RJTTETTR 
*JT y^lciHIcHcb 3RJRETTR RRRT ^TT 3Rft 
RFWcTTRRRT I 

(vii) fR fefe % 3Ttfe MilfcKUi 3?ft gq TfRTcRT 

3tk 5^WT fefeR ^ £T'tf RTRT- 

M RT W rM 3WT 85l4 I 
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7 . 

mr%r a^r urn 

MtililcT, HJKMlldcj5T(Z 7JTW 


(viii) ^SfSr 35 T 


cbWf'^RFT I 


"(I) 3^ ^tlcf 3Tf^ra5TT gfa 3 Jlfa tefoctfT 

%s ^farcT mxjKt&n arm mri 
ftifipom 3rcf?re: 3ik o^m 

£5 fdcbRT £3 ^ 

^HT ^IT 3TT^fecT ^TT I 
(ii) femt ^ 3T£?R 3 I^Rm fttjtffe 

3RT <t>l4 I 


gwi 

(f^ra*r 9 sftr 10 i&) 

grflra>rc *tt snftrasK *n ^rita^ur stt^t 

(^t y Tci<4t 3 roici ^ki) 

^tcTT ^r, 

(^Ta^T 7JT mi TTo^T ^ 5mm ^T m) 

1. 3Tftoo 3?t fdRiFcc^lt 

(i) 3 lick^ ^T mi 
(xjTT m 3TfiKt 3) 

(ii) men g^T mr 

(iii) mn: 

(iv) 353mm, Wcrtf m 

(v) 

2. f^rra^c^ 5nf?T^^ : 

(i) oH^ 

(ii) »i 

(iii) ixm 

(iv) 

(v) M^aeM 

(vi) 

(vii) ot 

(viii) f^iTcH 3mi mm 
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5 M * Entei H'™ f**TT 5fT t: 

^ratcn^u, eft froft sufemr Tfen 3ik ?Rte) ' 


4. (0 3ft? fo fepflT 3TTrf%T^7 g? ggncFT g5?ft ^Tcft TRgfT g? mj ; 

(ii) : 

(iii) 3T?1w % SRFf ^IcT q^ ; 

5. (I) 3ft? Mbcv ! 3Tft?T^ ftj crfeF? (?f? gft^ eft) gft ^ : 
(ii) 3??R gft q^ft? (q^fcFTt); 

6. 3m?k 3tk oth gft ?<^ld g? Trfar? fgg<u[ (sftr^tcP? g^) : 


(i) Fallen feu aTTft ?Tcft 3Tftwgft ??ft (3Fjq?t-| 

(ii) srf? '<Mm Fallen feu grift grft 3rqfftre; gft ?t?t (ftuft-grr) 


8. fttw 

^7j*?? t 3^ fa? W fam sik ^HT grraJit 3frr foam % 

_ . * ** ? ?? ** * **r * f^cT gifcra^ sm jM apt ai# sk 

5 iFi®Rt sjtt 3 ik fafFcT mftra^ srt 3^ fo# -jrf ast ^ 35^ , 


nKt^sT : 


3?ft??? % F^ftK 


teJFT : 


3TTft??D g? qgnw 


[m ii—Tare 3(ii)] 
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vrm2 


(I^TOTR 12 i$) 

gif 

(^"R?ZI gfdUl 7TT 'WT^CCT ijtd^oH 3T2licT srffewWl' &k'i ^cuff erf aft cjuck) ^ 

Rnw rc to a§t srafir ^ fcnr sfefe a^ 31 aRafr aa> fafea 5nfaa5R* a>r srcga feu afe ^ feu) 


m.m. 

fdfefem 



1 . 

3rfefe?r aft lafefem 




(i) mftffxT oofecf (stfmM an 
am) 

* 



(ii) TRSJTannUT 




(iii) nm 


*■ 


(iv) <^TT^^t., ^cRT^t. 




(v) ^-feT3TT^fr 




(vi) tis-ts gfen an 7 

wrfrna / 

: 

(msg m&K m gr 3nS-*K<tfrcT gr 

3Fg aft^) 


(vii) did fefeoBT 3nRi^ (agtH 
3 ^< 5<yici ,, i) Fa^a cfr 3T?ffe mfecfrK 
aft STfelfe 

1 

RlftiajRm. : . 

. faflmug 

.am faftmug 


(viii) area 3 Tttrfecru 3tk aig 
jfftrferu ^ 3 T?fer srgiifedt aft 
ferfeT 

1 

.amfetmRT 

2 . 

^ 1-^1 gfen an h cdr 




1H1e raa gianciiafiia^^M^^J 

Hi 


— 


■ 


3 . 

MiMH 

1 


4 . 

^folcT 3wRl<C aft fe.HT. m CH 
srfcratf mm (mfem 3fer srrtnr 
tR) 




afaRtffi df? 


(i) ^STcT UT gfejT a5T 
^feRTfe^T 


(ii) ur uuarc gtatrort 
an# 5 M (clcKUl 


3TRf)K : 


8 rTOT 


^JcT UT stgRffT 3fetT : (#cf UU m 3T^T Sf^ 

3fet[) _ 

(FTA^) 


3ild)cfefel (FtA#) 


m (gi/^ 
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I'm ll—wns 3(ii)] *TRg TRR5T : araWRO? 


6. 

3RT ^ gtf *ld ^RT 

r(<^M<yi 5i<f dleUld 3TOK TOTgy ^ ^ cPt 

gig 5^pw few d5T TiraHTgcrfe^^ 

7. 

WHIluid raTOT oTTcTT 6 1% jqggg Kg 

cW^tarattr^taut. ■ ■ 





*rarr % srg^ gyi gig yfc f^ttsk 

cTR^I : 

: 


5^-2 3? 

(f*mi2ift}) 

giffo>ftq|£ 


N ^ firffew 3roftnc 3 tor 3tk sm gfggr sraicra? srt ijfcRff cuf a§t 3 Rg^ ?r 
fe^cTa?g?r3raftj^f?nj!j?^ct^3i jnq<l crajfgfFcTjnftra^ft®)' sregcra^^fee) 


m.Tt. 

tgftifiiiii 


- -- 

i. 

gFdEJT t^ytjicld) cr>l fdfeiffcicqi 

; 



(i) snta^d oqio'd gg gig (gtgur gg 

^^ICIcd) 

: 



(llj *1+1M olTd Klloottl 3?gtw JMdK 3fk 
wig gfgen gg gig 

■ 







(iv) 




(v) f-^r?T3TI^ 




(VI) tlHH oilcj j^lcpctfl 37MR|tci 3MrJR 3lfc 

■ 

(OcnM tHcDK 77T gifts' 7TT 31^ 
^R^Rt ^7T 3RT gtf) 

ouu^ gfgtn g>i -^ifocxi 


(Vll) ottd ttrtcDcfli 3Wl$lki (ggtR 3tk 
^TfcR) Pk-hI 3T?ftg grfu^K 


gTttmyR^T.:.. 

. ^ fgftjgrcr 




: 


fgftRRT 


3225 GI/11—4 
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[W\ 3(ii)] 'TO TTTO : 3TOTTOT 27 


— ■- 



(V) 3Wl$|fc£l ^ 3W ^ ^iofcT 

3TUfw rft fe.TTT. 7TT ?R srfcTcj^ 3 TOT 
(■Rjjfecb 3TfecT 3TTtTR: UT) 

i 

TOTO <l>y : 

'dlFTO JMrJK TO3 Jlld : 


(Vi) ^fiflcT *JTOcT # lHMdlL J TO 3wR|^' cfl 

CN f v rs 


-7- 

TOTO TRsT : 


afero3TOK TO : 


li^liiiiiiHilllM 




mmmmmimm 

: 


6. 

<J>|$ , <^c|"-il 


feMill olid f^oHI 3Wfc|t<i 3TOK 3ik 
^fejT d5T feifW TOlfa gU 

TOfro, 37qfw sfeTO TOR TOsT 

to gro fer, toj u^tot fearo sfe 
?ffer toto to ttTjttott fm rtot ^) 

7. 

w^iilwin l<pct.i oimi 6 lep jh^ctci kMld.^ TO 3fetr ^ feu 2 





^RSJT cfr 5T5^T d5T TO 3rfc FTO5K 


cll<l^ : 
TOR : 


SRrcr-3 


(fa*HT 14 ^df) 

f f\ f"S \ f 

^tic’ll cm HMig 


i . jtfro c£r cnft^ tot wi: 

2. ^JciHIFt^^TUciHtcb^ : 

3. jfcrr 4 3-dfecld 3TUfw : 

4. TOR ^TTOT cfSTT Mirfd<U| 5&RI 

^0 ST^TTcff ^5T l^mf^xrr : 

5. feu W 3TTTO 3TOT : 

6. cpfeff gWf ^ 3TO TO TO*T : 
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/. fr# ^ 3571? W cndR : 


■SIR . 


t^TTF .. 


5T*q-4 

(RrW 10 M) 

f%rf^5c^TT 3Tqf^T^t ^ THTF^T, UF°T t 3TOIT,- -5T5ROT, nft3g=T 3ft^ STO^T jraTPFT 

: U5 fa? y iRjcdk) 

t. snferaSKeft q>TfcT TTC£TT 3fk oTTft 3§t d#3. 


2 . ^ ..cT5t 3T3felcT 

qf^TT # 1%Tf^5c^TT 3TOf^TCT ^ ^tTTF^T, TTF^T, 3<raR. ^K^T, 3^7 oERRT £cj *jf3tTT 

#cIlfacT CJ5T PntejR tS\ <pa fcTT offcTT 6 I 

3. zig 5nf#>Kanft <T#I^ .^^37^^^^ fall I 

4 . Z7F $nf#>K clftfa wff 3tk M ^Tcff ^ 31#* Kgct gU #IT ^ fERSPl) 

3^f#RW, 1986 3T#T 5T^RT farft # ^ ^ I 

dl'ft'BT..‘.. 6<rll23T. 

. 


5Tlf#5R f^tR yfc 3l3* 

1. "CIF mf#5R M^icKU l (*TCOT) 3rf#Rm, 1986 3lk 3*# 3T#T CHIP TTH fafft ^ 3^dt 
ft 3^MIcH if #TT I 

2. q? 5Tlf#5R *TT f^35T H<?lcb<0T, fdfacT yiRjcm^V t*TCT 5nfti^xT 3TJ# 

fntfernT tojct fe^rr 3rn?nT I 

3. fgfFcT Rif tm& eft TJ^f^Rf^r 5TT=cr foe fan 5nft^cT oaf^rT 5RT Ofo ftlfocST 3wftl^ ft* 
fa < 71 ? qr qff fan al IU J 11, 3£TTC fan oTTO^TT; fdcnci nft fe^fT jTTCT ^T 3RTHIT mRoFT 
nft faill a11U J il I 

i 
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4. oqfeT 5RT 3T[teT # OTT jfcrlRsld (fclFtf*, JM*<U| ZJT 35T?f fefeff # fe# ift 
3Hfti^cT qfci cin feu 37^ itm snf^R *rn ft mim i 

5. 5nfe^xT oi-lfdtl m ct>T?oq Ft^TT c[^ 35t ^ ^ fdC fcrfgld g fefj|^ g§t 

qerf^ld STM a£ I 


* tMFcf yrftj^r^r 3rfM^cr f%^£FT 3t^r jtt i 

y^q-5 

(PrrisM) 

fM?cT snfticf>Rt m ?ra ete 5nfera5ifr % %tr 3 *i4<d st^tot Ptcott %> 

f^Tcn ^TT a^rqfOT ^?R tR fM^cT gKT aTRt 3TI^T eft 37^ qffqcT cfR^ 

fcn?3nfer 

1. 37<frcT 37T^T ogfifcT W 1 ^77*7 3tk qcTT : 

2. 371^1^ W7T, cTrfe 37k 3TT^T qifcr mc\ snftraJRt a>T W fjRTch Irogr 3ttfTcT 

Tlf # (3TT^T eft SmTfr-fcf yfcf ^tcTR a£) 

3. 37^ fro jTT% ^T 37TtTR 

4. fcl 2 # ^ 3TRT5T ^ %, foRT^J f^gC 37<ftcT 3?t tt| f, xHdH*l a?T I 

dR^I : 


F^tTT&K. 

dIH 3lk tRTT 
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(fcm 5(3) &£) 


j gif. ^5 .a§t.. cik)o>I ralcpctii 3 hmRi^c1 

| ^ g #1% g?c% ^t^zt zrr wrszt yfci^oM wr fafoc?n 

j JMdK 3fc ol|Z|H cfr y^TIcW 


| (^tth ^fg ftrfecHT 3^of^!^d 3W TjfelT cfr ygicicn £KT clot>fci fdfscl ylitimi'?! 35t ^Rjcl fezn 
! jTTU cTSJT y o^cts TTRT % TFcTfF c^) RlWcl fTRT farftl giftra^ft oTTU) 





















3?..JTTCT. 

^ frTU ote ftfcboiil 3^|te ^ 
m3\ ww ^gresq- ^sr-^i 
JSjfwi (l?cRfrOT) TR ^RUg &3- 
fttcuoH (UtRftf) g^f ^jcft 


fe ^ ^ ^ ^ 3ik oqw ^Tfror % 

^3qcT^3rf^^tlT3TmTfeTt | ^ 

cTR^I : 

^TFT: 

cfr jrg^- g^r ^rm 


******* 

[m tf. 3-l/2QOO-T ^^^i) ] 
*rafa 4 wt, tfrjsrt ?rf^cf 


MINISTRY OF ENVIRONMENT AND FORESTS 
NOTIFICATION 
New Delhi, the 24th August, 2011 

S.O. 1955(E).— Whereas by notification of the Government of India in the Ministry of 
Environment and Forests Bio-Medical Waste (Management and Handling) Rules, 1998, vide , 
.O. 630 (E). dated the 20‘ July, 1998 as amended from time to time provided a regulatory 
frame work tor management of bio-medical waste generated in the country. 

AND WHEREAS, the Central Government considers it necessary in the public interest and to 
address environmental and health concerns, to review the rules published earlier, to enable 
t e prescribed authorities to implement the rules more effectively, thereby, reducing the bio¬ 
medical waste generation and also for its proper treatment and disposal and to ensure 
en vironmentally sound management of these wastes. 

DRAFT RULES 

AND WHEREAS, the following draft of certain rules, which the Central Government 
proposes to make in exercise of the powers conferred by sections 6, 8 and 25 of the 
Environment (Protection) Act, 1986 (29 of 1986), and in supersession of the Bio-Medical 
Waste (Management and Handling) Rules. 1998. is hereby published for information of the 
public likely to be affected thereby: and notice is hereby given that the said draft rules will be 
taken into consideration by the Central Government after expiry of a period of sixty days 
from the date of publication of this notification in the Official Gazette: 

The ° bjcCtions or suggestions which may be received from any person and institution in 
respect of the said draft rules before the period specified will be taken into consideration by 
the Central Government: 
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Any person desirous of making any objection or suggestion with respect to the said draft 
rules may forward the same within the period so specified to the Joint Secretary (Hazardous 
Substances Management Division), Ministry of Environment and Forests, Paryavaran 
Bhavan, Central Government Offices (CGO) Complek, Lpdhi Road, New Delhi - 110003. 

1. Short title and commencement.- 

(1) These rules may be called the Bio-Medical Waste (Management and Handling) Rules, 

2011. 

s 

(2) They shall come into force on the date of their publication in the Official Gazette. 

| 

| 2. Application.- 

i 

| (1) These rules shall apply to all persons who generate, collect, receive, store, transport, treat, 

I dispose, or handle bio-medical waste in any form and shall not apply to.- 

i 

| (a) radioactive wastes as covered under the provisions of the Atomic Energy Act. 

1962 and the rules made there under; 

(b) hazardous chemicals covered under the Manufacture, Storage and Import of 
Hazardous Chemicals Rules, 1989 made under the Environment (Protection) Act, 
1986, (hereinafter referred to as the Act); 

I (c) wastes covered under the Municipal Solid Wastes (Management and Handling) 

| Rules, 2000 made under the Act; 

(d) the lead acid batteries covered under the Batteries (Management and Handling) 
Rules, 2001 made under the Act; and 

(e) hazardous wastes covered under the Hazardous Wastes (Management. Handling 
and Transboundary Movement) Rules, 2008 made under the Act. 

| 3 , Definitions.- In these rules, unless the context otherwise requires.- 

(1) "Act" means the Environment (Protection) Act, 1986 (29 of 1986), 

| 

(2) "Animal House” means a place where animals are reared/kept for the purpose of 
experiments or testing; 

j (3) "Authorisation" means permission granted by the prescribed authority for the generation 

collection, reception, storage, transportation, treatment, disposal and/or any other form of 
I handling of bio-medical waste in accordance with these rules and guidelines issued by the 

Central Pollution Control Board, Ministry of Environment and Forests, Ministry of Health 
and Family Welfare, Government of India. 

I (4) "Authorised Person" means an occupier or operator authorised by the prescribed authority 

to generate, collect, receive, store, transport, treat, dispose and/or handle bio-medical waste in 
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accordance with these rules and any guidelines issued by the Central Pollution Control Board, 
Ministry of Environment and Forests, Ministry of Health and Family Welfare, Government of 
India; 


(5) Bio-medical waste" means any waste, which is generated during the diagnosis, treatment 
or immunisation of human beings or animals or in research activities pertaining thereto or in 
the production or testing of biologicals, including categories mentioned in Schedule I of these 
rules; 

(6) "Biologicals" means any preparation made from organisms or micro-organisms or 
product of metabolism and biochemical reactions intended for use in the diagnosis, 
immunisation or the treatment of human beings or animals or in research activities pertaining 
thereto; 

(7) Bio-Medical Waste Treatment and Disposal Facility" means any facility wherein 
treatment, disposal of bio-medical waste or processes incidental to such treatment and or 
disposal is carried out and includes common treatment facilities; 

(8) "Occupier" means a person having administrative control over the institution and the 
premises generating bio-medical waste, which includes a hospital, nursing home, clinic, 
dispensary, veterinary institution, animal house, pathological laboratory, blood bank, health 
care facility and clinical establishment by whatever name it may be called; 

(9) Operator of a common bio-medical waste treatment facility" means a person who owns 
or controls or operates a common facility for the collection, reception, storage, transport, 
treatment, disposal or any other form of handling of bio-medical waste; 

(10) ’"Schedule" means Schedule appended to these rules; 

(11) “Form” means Form appended to these rules; 

4. Duties of the Occupier.- 

It shall be the duty of every Occupier: 

(1) To take all steps to ensure that bio medical waste is handled without any adverse effect to 
human health and the environment in accordance with these rules. 

(2) To provide training for all its health care workers and others involved in handling of bio 
medical waste. 

(3) To immunize all its health care workers and others involved in handling of bio-medical 
waste for protection against diseases that are likely to be transmitted by handling of bio¬ 
medical waste. 
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(4) To ensure segregation of bio medical waste at the point of generation in accordance with 
these rules. 

I 

(5) To ensure occupational safety of all its health care workers and others involved in 
handling of bio- medical waste by providing appropriate and adequate personal protective 
equipments. 

j (6) To conduct health check up annually for all its health care workers and others involved in 
handling of bio- medical waste and maintain the records for the same. 

(7) To install necessary equipments and regular supply of materials required for proper in 
1 house handling of bio medical waste. 

j 

! (8) To maintain and update everyday the bio medical waste management register according to 

i quantity, various categories and the final mode of disposal of bio-medical waste as specified 

I in schedule-I. 

\ 

j 

(9) To develop a system of reporting of unintended accidents like sharp injuries, mercury 
spills, fire hazards which are likely to occur during handling ot bio-medical waste and the 
remedial action taken. Such records shall be maintained and reported in Form III to the 
prescribed authority along with the annual report and should indicate even the nil report. 

f 

(10) To inform the prescribed authority immediately in case the Operator of a facility does 
not collect the bio medical waste within the intended time or as per the agreed schedule. 

i 

! 

(11) To establish a bio-medical waste management cell or unit in unit if the facility has more 
than 30 beds, in order to review and monitor the* activities related to bio-medical waste 
management. Such unit or cell shall meet once in six months and the record of the minutes of 

j such meetings shall be submitted along with the annual report to the prescribed authority. 

I 

| 

5. Duties of the operator of a common bio-medical waste treatment facility.- 

I 

| It shall be the duty of every Operator.- 

i 

\ 

5 

(1) To take all necessary steps to ensure that the bio-medical waste collected from the 

I Occupier is transported, handled, stored, treated and disposed of without any adverse effect to 

the human health and the environment in accordance with these rules. 

(2) To ensure timely collection of bio-medical waste from the health care facility as 

| prescribed under these rules. 

\ 

(3) To inform the prescribed authority immediately regarding the Health Care Establishments 
(HCEs) or Health Care Facilities (HCFs), which are not handing over the segregated bio¬ 
medical waste in accordance with these rules as prescribed in Form-VI. 

j 

(4) To provide training for all its workers involved in handling of bio medical waste. 
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(5) To undertake appropriate pre-placement medical examination and also periodic medical 
examination and immunize all its workers involved in handling of bio-medical waste for 
protection against diseases that are likely to be transmitted while handling bio-medical waste 
and maintain the records for the same. 

(6) To ensure occupational safety of all its workers involved in handling of bio-medical waste 
by providing appropriate and adequate personal protective equipments. 

(7) To develop a system of reporting of unintended accidents like sharp injuries, mercury 
spills, fire hazards which are likely to occur during handling of bio-medical waste and the 
remedial action taken. Such records shall be maintained and reported in Form-Ill to the 
prescribed authority along with the annual report and also update even the nil reporting. 

(8) To maintain a log book for each of its treatment equipment according to weight of batch; 
categories of waste treated; time, date and duration of treatment cycle and total hours of 
operation 

6. Responsibilities of authorities.- 

The Authority specified in column 2 of the Schedule-VI shall perform the duties as specified 
in column 3 of the said Schedule as per the provisions of these Rules. 


7. Treatment and disposal.- 

(1) Bio-medical waste shall be treated and disposed of in accordance with Schedule I, and in 
compliance with the standards prescribed in Schedule V. 

(2) Any person including an occupier or operator of a common bio medical waste treatment 
facility intends to promote new technologies for treatment of bio medical waste other than 
those listed in Schedule I shall approach the Central Government or the Central Pollution 
Control Board for prior approval of the suitability of the new technology and laying down'the 
standards or operating parameters. On approval, the standards for new technology shall be 
notified by the Ministry of Environment and Forests and the Schedules I and V shall stand 
modified accordingly. 

(3) Every occupier shall either set up his own requisite biomedical waste treatment 
equipments like autoclave or microwave, shredder for treatment of bio-medical waste 
generated in his premises as a part of on-site treatment, prior to commencement of its 
operation or ensure requisite treatment of bio-medical waste through an authorised common 
bio medical waste treatment facility or any other authorised waste treatment facility: 

Provided further the prescribed authority may authorize the occupier having five hundred or 
more bed capacity to install an incinerator, depending on the recipient environment and the 

i 

location warranting such a course of action. 
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(4) Every Operator of a common bio medical waste treatment facility shall set up requisite 
biomedical waste treatment equipments like incinerator, autoclave or microwave, shredder 
and effluent treatment plant as a part of treatment, prior to commencement of its operation. 

(5) Use of chlorinated plastic bags for handling of bio-tmedical waste shall be prohibited and 
the occupier or operator of a common bio-medical waste treatment facility shall not dispose 
of such plastics by incineration. 

(6) The occupier or operator of a common bio-medical waste treatment facility shall dispose 
of the recyclable bio-medical wastes such as plastics and glass through authorized recyclers 
having consents from the respective State Pollution Control Board or Pollution Control 
Committee of Union Territory after ensuring treatment by autoclaving or microwaving 
followed by mutilation/shredding, whichever is applicable. The occupier shall maintain a 
record of such recyclable wastes auctioned or sold and the same shall be submitted to the 
prescribed authority. 

(7) In the event of breakage of mercury containing medical instruments, necessary 
precautions shall be taken by the occupier to segregate such waste to the extent possible and 
also for its proper collection, storage and disposal as per the guideline issued by the Central 
Government and Central Pollution Control Board in order to avoid or minimize mercury 
releases into the environment. In case the mercury content in the bio-medical waste exceeds 
the limit specified under the Hazardous Wastes (Management, Handling and Transboundary 
Movement) Rules, 2008, the same needs to be disposed of in accordance with these Rules. 

8. Segregation, packaging, transportation and storage.- 

(1) Untreated Bio-medical waste shall not be mixed with other wastes. 

(2) Bio-medical waste shall be segregated into containers or bags at the point of generation in 
accordance with Schedule II prior to its storage, transportation, treatment and disposal. 

(3) The containers shall be labeled according to Schedule III. 

(4) The transporter shall transport the bio-medical waste from the premises of an occupier to 
any off-site bio-medical waste treatment facility only with the label as prescribed in Schedule 
III along with the necessary information prescribed in Schedule IV. 

(5) Notwithstanding anything contained in the Motor Vehicles Act, 1988, or rules made there 
under, untreated bio-medical waste shall be transported only in such vehicle as may be 
authorised for the purpose by the competent authority as specified by the Government. 

(6) No untreated bio-medical waste of categories 1, 2, 3 and 6 shall be kept stored beyond a 
period of forty eight hours: 


rm 
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Provided that in case for any reason it becomes necessary to store such waste beyond such a 
period, the authorised person shall take prior permission of the prescribed authority and take 
measures to ensure that the waste does not adversely affect human health and the 
environment. 

(7) The Municipal body of the area shall continue to pickup and transport segregated non 
bio-medical solid waste generated in hospitals and nursing homes as well as duly treated bio¬ 
medical wastes for disposal at municipal dump site. 

9. Prescribed authority.- 

(1) The prescribed authority for enforcement of the provisions of these Rules shall be the 
State Pollution Control Boards in respect of States and Pollution Control Committees in 
respect of Union Territories. 

(2) The prescribed authority for enforcement of the provisions of these Rules in respect of all 
health care establishments including hospitals, nursing homes, clinics, dispensaries, 
veterinary institutions, animal houses, pathological laboratories and blood banks of the 
Armed Forces under the Ministry of Defence shall be the Director General, Armed Forces 
Medical Services. The prescribed authority in this respect shall function under the 
supervision and control of the Ministry of Defence. 

(j>) 1 he prescribed authority shall function under the supervision and control of the respective 
Government of the State or Union Territory administration. 

(4) The prescribed authorities shall comply with the responsibilities as stipulated at serial 
number 6 of Schedule VI of these rules. 

10. Procedure for authorisation.- 

(1) Every occupier or operator ot common bio-medical waste treatment facility involved in 
generating or collecting or receiving or storing or transporting or disposing and/or handling 
bio-medical waste, irrespective ot the quantum of bio-medical waste generation shall make 
an application in Form I to the prescribed authority for grant of authorisation. 

(2) The prescribed authority shall on receipt of Form I make such enquiry as it deems fit and 
it it is satisfied that the applicant possesses the necessary capacity to handle bio-medical 
waste in accordance with these rules, may grant or renew an authorisation, as the case may 
be. 

(3) A provisional authorisation in Form IV shall be granted for trial run for a period of one 
year, to enable the occupier/operator of common bio medical waste treatment facility to 
demonstrate the adequacy of the waste management system. On satisfactory performance 
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during the trial period, the authorisation shall be renewed for a further period of five years 
and may also be renewed for a period of five years, if it is considered necessary. 

(4) The prescribed authority may after giving reasonable opportunity of being heard to the 
applicant and for the reasons thereof to be recorded in writing, refuse to grant or renew 
authorisation. 

(5) Every application for authorisation shall be disposed of by the prescribed authority within 
a period of ninety days from the date of receipt of duly completed application along with such 
necessary documents, failing which it shall be deemed that the authorisation is duly granted 

under these rules. 

(6) The prescribed authority may cancel or suspend an authorisation, if for reasons, to be 
recorded in writing, the occupier or operator has failed to comply with any provision of the 
Act or these rules: 

Provided that no authorisation shall be cancelled or suspended without giving a reasonable 
opportunity to the occupier or operator of being heard. 

(7) Every occupier, or operator shall intimate the prescribed authority about any change or 
variation in the activity relating to bio medical waste generation, handling, treatment and 
disposal for which authorisation was earlier granted and shall submit a fresh application in 
Form-I for modification of the conditions of authorisation. 

11. Advisory Committee.- 

(1) The Government of every State or Union Territory shall constitute an Advisory 
Committee under the Chairmanship of State health Secretary. The committee shall include 
representatives from the State departments of health, environment, urban development, 
animal husbandry and veterinary sciences. State Pollution Control Board or Pollution Control 
Committee, local bodies or urban or municipal corporation, representatives from Indian 
Medical Association, common bio medical waste treatment facility and non-govemmental 
organisation. The advisory committee shall meet once in six months and review all the matter 
related to implementation of Bio-Medical Waste (Management and Handling) Rules. 

(2) Notwithstanding anything contained in the above sub-rule (1), the Ministry of Defence 
shall constitute in that Ministry, an Advisory Committee consisting of the following, in 
respect of all health care facilities of the Armed Forces under the Ministry of Defence, to 
advise the Director General, Armed Forces Medical Services and the Ministry of Defence in 
matters relating to implementation of these rules, namely:- 


(i) Additional Director General of 
Armed Forces Medical Services 


... Chairman 
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(ii) A representative of the Ministry of Defence Member 

(not below the rank of Deputy Secretary, 

to be nominated by that Ministry) 

(iii) A representative of the Ministry of Environment and Forests ... Member 
(not below the rank of Deputy Secretary, 

to be nominated by that Ministry) 

(iv) A representative of the Ministry of Health 

and Family Welfare Member 

(not below the rank of Deputy Secretary, 
to be nominated by that Ministry) 

(v) A representative of the Armed 

Forces Medical College/ Command Hospital 

(To be nominated by DGAFMS) ...Member 

Ministry of Defense may co opt representatives from the other governmental and non¬ 
governmental organizations having expertise in the field of bio-medical waste management. 

The advisory committee shall meet once in six months and review all the matter related to 
implementation of ffio-Medical Waste (Management and Handling) Rules in the Armed 
Forces Health Care Facilities. 

(4) Monitoring of implementation of the rules in Armed Forces health care facilities:- 

(a) The Central Pollution Control Board shall monitor the implementation of these rules in 
respect of all the Armed Forces health care establishments under the Ministry of Defence; 

(b) After giving prior notice to the Director General Armed Forces Medical Services, 
the Central Pollution Control Board along with one or more representatives of the 
Advisory Committee constituted under sub-rule (3) of rule 11 may, if it considers it 
necessary, inspect any Armed Forces health care establishments. • 

(5) The Government of every State or Union Territory shall constitute District Level 
Monitoring Committee in the districts under the Chairmanship of District Medical Officer or 
his nominee to monitor the compliance of Bio- Medical Waste Rules in the health care 
facilities generating bio-medical waste and in the Common Bio-Medical Waste Treatment 
and Disposal Facilities where the bio-medical waste is treated and the District Level 
Monitoring Committee shall submit its report once in six months to the State Advisory 
Committee and a copy shall also, be forwarded to Central Pollution Control Board or Ministry 
of Environment and Forests and the State Pollution Control Board or Pollution Control 
Committee concerned for taking further necessary action. The District Level Monitoring 
Committee shall comprise of Chief Medical Officer or District Health Officer, representatives 
from State Pollution Control Board or Pollution Control Committee, Public Health 
Engineering Department, Local bodies or Municipal Corporation, Indian Medical 




THE GAZETTE OF INDIA : EXTR AORDINARY [Part II— Sec. 3(ii)] 

Association, Common bio-medical waste treatment facility and registered non-governmental 
organisations working in the field of bio-medical waste management, headed by the District 
Medical Officer or his nominee. The committee may co-opt other members and experts, if 
necessary. 

12. Annual report. - 

(1) Every occupier or operator of common bio medical waste treatment facility shall submit 
an annual report to the prescribed authority in prescribed Form II or II A respectively by the 
31 st day of January of every year, to include information about the categories and quantities 
of bio-medical wastes handled during the preceding year. 

(2) The prescribed authority shall send this information in a compiled form to the Central 
Pollution Control Board by the 31 st day of March of every year. 

(3) The Central Pollution Control Board shall send this information in a compiled form to the 
Ministry of Environment and Forests by 30 th June of every year. 

13. Maintenance of records.- 

(1) Every authorised person shall maintain records related to the generation, collection, 
reception, storage, transportation, treatment, disposal and/or any other form of handling of 
bio-medical waste in accordance with these rules and any guidelines issued. 

(2) All records shall be subject to inspection and verification by the prescribed authority at 
any time. 

14. Accident reporting.- 

When any accident occurs at any institution or facility or any other site where bio-medical 
waste is handled or during transportation of such waste, the authorised person shall report the 
accident in Form III to the prescribed authority forthwith. 

15. Appeal.- 

(1) Any person aggrieved by an order made by the prescribed authority under these rules 
may, within thirty days from the date on which the order is communicated to him, prefer an 
appeal in Form V to the Secretary (Environment) of State government or Union Territory 
administration: 

Provided that the authority may entertain the appeal after the expiry of the said period of 
thirty days if it is satisfied that the appellant was prevented by sufficient cause from filing the 
appeal in time. 
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Provided that the authority may entertain the appeal after the expiry of the said period of 
thirty days if it is satisfied that the appellant was prevented by sufficient cause from filing the 
appeal in time.. 

(2) Any person aggrieved by an order of the Director General Armed Forces Medical 
Services under these rules may, within thirty days from the date on which the order is 
communicated to him, prefer an appeal in Form V to the central government in the Ministry 
of Environment and Forests: 

Provided that the authority may entertain the appeal after the expiry of the said period of 
thirty days if it is satisfied that the appellant was prevented by sufficient cause from filing the 
appeal in time. 


16. Common disposal or incineration sites.- 

Without prejudice to rule 5 of these rules, the Municipal Corporation, Municipal or Local 
Bodies, as the case may be, shall be responsible for providing suitable common disposal or 
incineration sites for the biomedical wastes generated in the area under their jurisdiction. 


17. Liability of the occupier, operator of a facility.- 

(1) The occupier or operator of a common bio- medical waste treatment facility shall fre liable 
for all the damages caused to the environment or the public due to improper handling of bio¬ 
medical wastes or disposal of bio- medical wastes. 

(2) The occupier or operator of common bio medical waste treatment facility shall be liable 
for action under sections 5 and 15 of the Environment (Protection) Act, 1986. 

SCHEDULE I 
(See rule 4 and 7) 

CATEGORIES OF BIO-MEDICAL WASTE 


Category 

Waste Category (Type) 

Treatment and Disposal Option 

Category No. I 

Human Anatomical Waste 
(human tissues, organs, body parts) 

Incineration 

Category No. 2 

Animal Waste 

(animal tissues, organs, body parts 
carcasses, bleeding parts, fluid, blood 
and experimental animals used in 
research, waste generated by 
veterinary hospitals/colleges, 
discharge from hospitals, animal 
houses) 

Incineration ®® 

Category No 3 

___ 

Microbiology & Biotechnology 
Waste and other laboratory waste 
(wastes from clinical samples, 
pathology, bio-chemistry, 
haematology, blood bank, laboratory 

Disinfection at source by chemical 
treatment® or by Autoclaving 
/microwaving followed by mutilation 
/shredding** and after treatment final 
disposal in secured landfill or 
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cultures, stocks or specimens,of 1 

micro- organisms live or 

attenuated vaccines, human and 
animal cell culture used in research 
and infectious agents from research 
and industrial laboratories, wastes 
from production of biological, toxins, 
dishes and devices used for transfer of 
cultures) 

disposal of recyclable wastes ’ 

(plastics or glass) through registered 
or authorized recyclers. 

Category No.4 

Waste sharps 

(needles, glass syringes or syringes 
with fixed needles, scalpels, blades, 
glass, etc. that may cause puncture and 
cuts. This includes both used and 
unused sharps) 

Disinfection by chemical treatment® 
or Destruction by needle and tip 
cutters, autoclaving or microwaving 
followed by mutilation or 

shredding , whichever is applicable 
and final disposal though authorized 
CBWTF or disposal in secured 
landfill or designated concrete waste 
sharp pit. 

Category No.5 

Discarded Medicines and Cytotoxic 
drugs 

(wastes comprising of outdated, 
contaminated and discarded 
medicines) 

Disposal in secured land fill or 
Incineration 

Category No.6 

Soiled Waste 

(Items contaminated with blood, and 
body fluids including cotton, 

dressings, soiled plaster casts, linen, 
beddings, other material contaminated 
with blood) 

Incineration ®® 

Category No.7 

Infectious Solid Waste 
(Wastes generated from disposable 
items other than the waste sharps such 
as tubings, hand gloves, saline bottles 
with IV tubes, catheters, glass, 
intravenous sets etc). 

Disinfection by chemical treatment ® 
or Autoclaving or Microwaving 
followed by mutilation or shredding 
and after treatment final disposal 
through registered or authorized 
recyclers 

Category No. 8 

Chemical Waste 

(Chemicals used in production of 
biologicals, chemicals used in 
disinfection, as insecticides etc.) 

Chemical treatment ® and discharge 
into drains meeting the norms 
notified under these rules and solids 
disposal in secured landfill 


Notes: 


@ Chemical treatment using at least 1% hypochlorite solution or any other equivalent 
chemical reagent. It must be ensured that chemical treatment ensures disinfection. 

## Mutilation/shredding must be such that so as to prevent unauthorized reuse. 

@@ There will be no chemical pretreatment before incineration . Chlorinated 
plastics/bags shall not be incinerated. 

11 .1.1 I t»| : 
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Disposal of bio~medical waste by deep burial shall be prohibited in Towns and 
Cities. Disposal by deep burial is permitted only in rural areas where there is no 
access to common bio-medical waste treatment facility, with prior approval from the 
prescribed authority. The deep burial facility shall be located as per provisions and 
guidelines issued by Central Pollution Control Board from time to time. 

Liquid waste generated from laboratory, washing, cleaning, house keeping and disinfecting 
activities shall be treated so as to meet the discharge standards stipulated under these rules. 

Incineration ash (ash from incineration of any bio-medical waste) shall be disposed through 
secured landfill, if toxic or hazardous constituents are present beyond the prescribed limits as 
given in Hazardous Waste (Management, Handling and Transboundary Movement) Rules, 
2008. 


SCHEDULE -II 
(See rule 8) 

COLOUR CODING AND TYPE OF CONTAINER FOR DISPOSAL 
OF BIO-MEDICAL WASTES 



Type of container to be 
used 

Waste Category 

Number 

Treatment options as per 
schedule I 

Yellow 

Non-chlorinated plastic 
bags 

Category 1, 2, 5, 6 

Incineration 

Red 

Non-chlorinated plastic 
bags /puncture proof 
container for sharps 

Category 3, 4,7 
(4 - Waste sharps) 

(in the earlier Rules, 

Soiled wastes are for Red 
colour) 

As per Schedule I 
(rule 7) 

Blue 

Non-chlorinated plastic 
bags container 

Category 8 (chemical 
wastes) 

As per Schedule I (rule 7) 

Black 

Non-chlorinated plastic 
bags 

Municipal Waste 

Disposal in Municipal 
dump sites 


Notes: 


1. Waste collection bags for waste types needing incineration shall not be 
made of chlorinated plastics. 

i 

2. Category 3 if disinfected locally need not be put in containers/ non- 
chlorinated plastic bags. 

3. The municipal waste such as office waste (like paper waste), kitchen 
waste, food waste and other non infectious waste shall be stored in black 
coloured containers/bags and shall be disposed of in accordance with 
Municipal Solid Waste (Management and Handling) Rules 2000. 
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SCHEDULE III 
(See Rule 8) 


LABEL FOR BIO-MEDICAL WASTE CONTAINERS/BAGS 


CYTOTOXIC HAZARD SYMBOL 





HANDLE WITH CARE 



Note: Label shall be non-washable and prominently visible. 

SCHEDULE IV 
(See rule 8) 

LABEL FOR TRANSPORT OF BIO-MEDICAL WASTE CONTAINERS OR 
BAGS 

Day. Month. 

Year. 

Date of generation .. 


Waste category No 
Waste quantity.. 


Sender's Name and Address 

Phone No. 

Telex No.... 

Fax No. 

Contact Person. 


Receiver's Name and Address 

Phone No. 

Telex No. 

Fax No. 

Contact Person. 


In case of emergency please contact 

Name and Address : 

Phone No. 


Note : 

Label shall be non-washable and prominently visible. 
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SCHEDULE V 
(See rule 7 and schedule 1) 

STANDARDS FOR TREATMENT AND DISPOSAL OF 
BIO-MEDICAL WASTES 

* 

1 STANDARDS FOR INCINERATORS.- 

All incinerators shall meet the following operating and emission standards 
A. Operating Standards 

1. Combustion efficiency (CE) shall be at least 99.00%. 

2. The Combustion efficiency is computed a$ follows’ 

%C0 2 

C.E. = - X 100 

%C0 2 + % CO 

3 . The temperature of the primary chamber shall be 800 ± 50 deg. C°. 

4. The secondary chamber gas residence time shall be at least one second at 1050 ' 

± 50 C°, with minimum 3% Oxygen in the stack gas. 


B. Emission Standards 


Parameters 

Concentration mg/Nm J at (12% C0 2 
correction) 

(1) Particulate matter 

150 | — ~ 

(2) Nitrogen Oxides 

450 “ “ 

(3) HCI 

"50 ~ 

(4) Minimum stack height shall be 30 metres above ground 

(5) Volatile organic compounds in ash shall not be more than 0.01% 


Note: 

/ 


(a) Suitably designed pollution control devices should be installed or 
retrofitted with the incinerator to achieve the above emission limits, if 
necessary. 

(b) Wastes to be incinerated shall not be chemically treated with any 
chlorinated disinfectants. 

(c) Chlorinated plastics shall not be incinerated. 

(d) Toxic metals in incineration ash shall be limited within the regulatory 
quantities as defined under the Hazardous Waste (Management and 
Handling and Transboundary Movement) Rules, 2008. 


4 
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(e) Only low sulphur fuel like Light Diesel Oil or Low Sulphur Heavy Stock 
or iesel shall be used as fuel in the incinerator. 

(f) The Occupier or operator of a common bio-medical waste treatment 
facility shall monitor the stack gaseous emission (under optimum capacity 
of the incinerator) once in three months through a laboratory approved 
under the Environment (Protection) Act, 1986 and record of such analysis 
results shall be maintained and submitted to the prescribed authority. 


2. STANDARDS FOR WASTE AUTOCLAVING.- 


The autoclave should be dedicated for the purposes of disinfecting and treating bio¬ 
medical waste. 

(1) When operating a gravity flow autoclave, medical waste shall be subjected to: 

(i) a temperature of not less than 121° C and pressure of 15 pounds per 
square inch (psi) for an autoclave residence time of not less than 60 
minutes; or 

(ii) a temperature of not less than 135° C and a pressure of 31 psi for an 
autoclave residence time of not less than 45 minutes; or 


(iii) a temperature of not less than 149° C and a pressure of 52 psi for an 
autoclave residence time of not less than 30 minutes. 

(2) When operating a vacuum autoclave, medical waste shall be subjected to a 
minimum of one pre-vacuum pulse to purge the autoclave of all air. The waste 
shall be subjected to the following: 

(i) a temperature of not less than 121° C and pressure of 15 psi per an 
autoclave residence time of not less than 45 minutes; or 

(ii) a temperature of not less than 135° C and a pressure of 31 psi for an 
autoclave residence time of not less than 30 minutes; 

(3) Medical waste shall not be considered as properly treated unless the time, 
temperature and pressure indicators indicate that the required time, temperature 
and pressure were reached during the autoclave process. If for any reasons, time 
temperature or pressure indicator indicates that the required temperature, pressure 
or residence time was not reached, the entire load of medical waste must be 
autoclaved again until the proper temperature, pressure and residence time were 
achieved. 


T 
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(4) Recording of operational parameters: 

Each autoclave shall have graphic or coitiputer recording devices which will 
automatically and continuously monitor and record dates, time of day, load 
identification number and operating parameters throughout the entire length of the 
autoclave cycle. 

(5) Validation test 
Spore testing: 


The autoclave should completely and consistently kill the approved biological 
indicator at the maximum design capacity of each autoclave unit. Biological 
indicator for autoclave shall be Bacillus stearothermophilus spores using vials or 
spore Strips; with at least 1X10 4 spores per milli litre. Under no circumstances 
will an autoclave have minimum operating parameters less than a residence time 
of 30 minutes, regardless of temperature and pressure, a temperature less than 
121° C or a pressure less than 15 psi. The occupier or operator of a common bio 
medical waste treatment facility shall conduct this test at least once in three 
months and records in this regard shall be maintained. 


(6) Routine Test 

A chemical indicator strip or tape that changes colour when a certain temperature 
is reached can be used to verify that a specific temperature has been achieved. It 
may be necessary to use more than one strip over the waste package at different 
locations to ensure that the inner content of the package has been adequately 
autoclaved. The occupier or operator of a common bio medical waste treatment 
facility shall conduct this test during autoclaving of each batch and records in this 
regard shall be maintained. 


3 STANDARDS FOR LIQUID WASTE.* 


The effluent generated or treated from the premises of occupier or operator of a common 
bio medical waste treatment facility, before discharge should conform to the following 

limits. 


PARAMETERS 

pH 

Suspended solids 
Oil and grease 
BOD 
GOD 

Bio-assay test 


PERMISSIBLE LIMITS 
6.5-9.0 
100 mg/1 
10 nig/1 
30 mg/1 
250 mg/1 

90% survival of fish after 96 hours in 100% 
effluent. 
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4. STANDARDS OF MICROWAVING.- 

(1) Microwave treatment shall not be used for cytotoxic, hazardous or 
radioactive wastes, contaminated animal carcasses, body parts and large metal 
items. 

(2) The microwave system shall comply with the efficacy test or routine tests and 
a performance guarantee may be provided by the supplier before operation of the 
limit. 

(3) The microwave should completely and consistently kill the bacteria and other 
pathogenic organisms that are ensured by approved biological indicator at the 
maximum design capacity of each microwave unit. Biological indicators for 
microwave shall be Bacillus Subtilis spores using vials or spore strips with at least 
1 x 101 spores per milliliter. 

5. STANDARDS FOR DEEP BURIAL.- 

(1) A pit or trench should be dug about 2 meters deep. It should be half filled with 
waste, then covered with lime within 50 cm of the surface, before filling the rest 
of the pit with soil. 

(2) It must be ensured that animals do not have any access to burial sites. Covers 
of galvanised iron or wire meshes may be used. 

(3) On each occasion, when wastes are added to the pit, a layer of 10 cm of soil 
shall be added to cover the wastes. 

(4) Burial must be performed under close and dedicated supervision. 

(5) The deep burial site should be relatively impermeable and no shallow well 
should be close to the site. 

(6) The pits should be distant from habitation, and located so as to ensure that no 
contamination occurs to surface water or ground water. The area should not be 
prone to flooding or erosion. 

(7) The location of the deep burial site shall be authorised by the prescribed 
authority. 

(8) The institution shall maintain a record of all pits used for deep burial. 

(9) The ground water table level should be a minimum of six meters below the 
lower level of deep burial pit. 


■f 
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Schedule VI 
[See rule 6] 


List of Authorities and the Corresponding Duties 


SI. 

No. 

Authority 

Corresponding Duties 

1 

Ministry of Environment and 
Forests, Government of India 

(i) Policies concerning Bio-medical waste 
Management in the Country including 
notification of Rules and amendments to the 
Rules as and when required. 

(i) Financial assistance for training and 
awareness programmes on bio-medical 
Waste Management related activities for tfie 
State Pollution Control Boards or Pollution 
Control Committees. 

(ii) Financial assistance for setting up of- 
common bio-medical waste treatment and 
disposal facilities. 

2 

Central or State Ministry of 
Health and Family Welfare, 
Central or State Ministry of 
Veterinary and Animal 

Husbandry 

(i) Grant of license for Health Care Facilities or 
Nutsing Homes or Veterinary Establishments 
subject to obtaining of authorization from the 
prescribed authority. 

(ii) Refusal or Cancellation of license for Health 
Care Facilities or Nursing Homes or 
Veterinary Establishments for violations of 
conditions of authorisation or provisions 
under these Rules. 

(iii) Publication of National Inventory of Health 
Care Facilities with regard to bio-medical 
waste generation, treatment and disposal. 

(iv) Assessment with reference to risks to 
environment and health due to bio-medical 
waste. 

(v) Constitution of Advisory Committees at 
National or State level for overall review and 
promotion of clean technologies for bio¬ 
medical waste management. 

(vi) Organizing or Sponsoring of trainings for the 
regulatory authorities on bio-medical waste 
management related activities. 

(vii) Sponsoring of mass awareness campaigns in 
electronic media and print media. 

■ 

Ministry of Defence 

(i) Grant and renewal of authorisation to Armed 
Forces Health Care Establishments or 






THE GAZETTE OF INDIA : EXTRAORDINARY 


[Part II— Sec. 3(ii)] 


Central Pollution Control Board 


State Government or 
Territory Government 
Administration 


— Common Bio-Medical Waste Treatment and 
Disposal Facilities (Rule 8). 

(ii) Conduct training courses for authorities 
dealing with management of bio-medical 
wastes in Armed Forces Health Care 
Establishments or Treatment Facilities in 
association with State Pollution Control 
Boards or Pollution Control Committees or 
Central Pollution Control Board or Ministry 
of Environment and Forest. 

(iii) Review of management of bio-medical waste 
generation in the Armed Forces Health Care 
Facilities through its Advisory Committee 
(Rule 9) 

(iv) Publication of inventory on bio-medical 
waste generation from Armed Forces Health 
Care Establishments and submission of the 
annual report to Central Pollution Control 
Board within the stipulated time period (Rule 

_ m ____ 

oard (i) Co-ordination of activities of State Pollution 
Control Boards or Pollution Control 
Committees. 

(ii) Conduct training courses for authorities 
dealing with management of bio-medical 
waste. 

(iii) Approval of new technologies for treatment 
and disposal of bio-medical waste (Rule 5); 

(iv) Prescribe specifications for treatment and 
disposal of bio-medical wastes (Rule 5). 

(v) Random inspection or monitoring of 
Common Bio-Medical Waste Treatment and 
Disposal Facilities. 

(vi) Submission of compiled annual report 
information to Ministry of Environment and 
Forets. 

(vii) Inspection and monitoring of Health Care 
Facilities operated by the Director General, 
Armed Forces Health Care Services (Rule 9) 

(viii) Undertake or support research or 
operational research regarding bio-medical 

_ waste. _ 

Union (i) Allocation of adequate funds to Government 
or Health Care Facilities for bio-medical waste 
management. 

(ii) Procurement and allocation of treatment 
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equipments for bio-medical waste 
management in Government Health Care 
Facilities. 

(iii) Advise State Pollution Control Boards or 

Pollution Control Committees on 

implementation of these Rules. 

(iv) Implementation of recommendations of the 
Advisory Committee. 

6. 

State Pollution Control Boards 
or Pollution Control Committees 

(i) Inventorisation of Health Care Facilities and 

bio-medical waste generation and 

submission of annual report to Central 
Pollution Control Board within the stipulated 
time period. 

(ii) Grant and renewal or refusal cancellation or 
suspension of authorization under these 
Rules (Rule 7, 8 and 10). 

(iii) Monitoring of compliance of various 
provisions and conditions of authorization. 

(iv) Action against Health Care Facilities or 
Common Bio-Medical Waste Treatment and 
Disposal Facilities for violation of these 

. Rules (Rule 15). 

(v) Organizing training programmes to staff of 

Health Care Facilities or Common Bio- 
Medical Waste Treatment and Disposal 
Facilities and State Pollution Control Boards 
or Pollution Control Committees staff on 
segregation, collection, storage, 

transportation, treatment and disposal of bio¬ 
medical wastes. 

(vi) Undertake or support research or operational 
research regarding bio-medical waste 
management. 

(vii) Any other function under these Rules 
assigned by Ministry of Environment and 
Forests or Central Pollution Control Board 
from time to time. 

(viii) Implementation of recommendations of 
the Advisory Committee. 

7 

Local Bodies such as Gram 
Panchayat, Municipalities or 
Corporations. 

(i) Provide or allocate suitable land for 
development of Common Bio-medical Waste 
Treatment and Disposal Facility for safe 
treatment and disposal of bio-medical waste 
in their respective jurisdictions. 

(ii) Any other function stipulated under these 
Rules 
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FORM-I 
(See rule 9 and 10) 

* 

APPLICATION FOR AUTHORISATION OR RENEWAL OF AUTHORISATION 

(To be submitted in duplicate.) 


To 


The Prescribed Authority 

(Name of the State or UT Administration) 

Address. 

1. Particulars of Applicant 

(i) Name of the Applicant 
(In block letters & in full) 

(ii) Name of the Institution: 

(iii) Address: 

(iv) Tele No., Fax No. Telex No. 

(v) Email 

2. Activity for which authorisation is sought: 

(i) Generation 

(ii) Collection 

(iii) Reception 

(iv) Storage 

(v) Transportation 

(vi) Treatment 

(vii) Disposal 

(viii) Any other form of handling 

3. Please state whether applying for fresh authorisation or for renewal: 
(In case of renewal previous authorisation-number and date) 

4. (i) Address of the institution handling bio-medical wastes: 

(ii) Address of the place of the treatment facility: 

(iii) Address of the place of disposal of the waste(s): 

5. (i) Mode of transportation (in any) of bio-medical waste: 

\ 

(ii) Mode(s) of treatment: 

6. Brief description of method of treatment and disposal (attach details): 
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7. (i) Category (see Schedule 1) of waste to be handled 

(ii) Quantity of waste (category-wise) to be handled per month 

8. Declaration 

I do hereby declare that the statements made and information given above are true to the 
best of my knowledge and belief and that I have not concealed any information. 

I do also hereby undertake to provide any further information sought by the prescribed 
authority in relation to these rules and to fulfill any conditions stipulated by the 
prescribed authority. 

Date : Signature of the Applicant 

' Place : Designation of the Applicant 

Form - II 
(See rule 12) 

ANNUAL REPORT 


(To be submitted to the prescribed authority by 31 st January every year for the period 
from January to December of the preceding year, by the Health Care Facility or Health 
Care Establishment i.e.. Occupier) 


SL 

No. 

Particulars 

■ 


u 

Particulars of the Occupier 




(i) Name of the authorised person (occupier) 

■ 


(ii) Name of the institution 



(iii) Address 



(iv)Tel. No, Fax. No 



(v) E-mail ID 



■ 

(vi) Ownership of the Health Care Facility 

■ 

(State Government or Private 
or Semi Govt, or any other) 

1 

(vii). Status of Authorization under the Bio- 
Medical Waste (Management and Handling) 
Rules 


Authorization No.: 

....valid up 

to. 

■ 

(viii). Status of Consents under Water Act and 
Air Act 

■ 

Valid up to: 


Type of Health Care Facility 

■ 



(i) Bedded Hospital 


No. of Beds:. 

■ 

(ii). Non-bedded hospital 

1 

Clinic/Blood Bank or 

Laboratory or Veterinary 
Hospital or any other 
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Categories of Bio-medical waste generated 
(please indicate category numbers as per Bio- 
Medical Waste (Management and Handling) 
Rules) 


Quantity of waste generated in Kg or Tones per 
annum (on monthly average basis) 




Additional Details : 


(i) Brief details of the 
storage facility 


(ii). Brief details of th 
treatment facilities 


on-site 


on-site 


(iii) Installed capacity of on-site 
treatment facility 


(iv) Actual quantity of wastes 
treated in kg or Tons per annum 
(on monthly average basis) at on¬ 
site waste treatment facility 


(v) Actual quantity of recyclable 
wastes sold to recyclers after 
treatment in kg or Tons per annum 
(on monthly average basis ) 

(vi) Actual quantity of wastes 
disposed through common facility 
operator in Kg or Tons per annum 
(on monthly average basis) 



Yellow Category 


Red Category : 



Size : 


Capacity : 


Provision of on-site storage : (cold storage 
or any other provision) 


Incineration (Yes/No) 


Autoclaving (Yes/N o) 


Microwaving (Yes/No) 


Shredding (Yes/No) 

Needle destroyer and Cutter : ( Yes/No) 

Needle destroyer :.Nos 

Needle Cutter :.Nos. 


Liquid Waste Effluent Treatment Plant 

(Yes /No) _ 

Incineration:.Kg/hr 


Autoclaving:... 

.Kg/batch 

Microwaving:.. 

.Kg/batch 

Shredding:. 

.kg/batch 

Liquid Waste 

Effluent Treatment Plant: 
.in KL 

Incineration:.... 


Autoclaving 


Microwaving:.. 


Shredding :... 



Liquid Waste Treatment 

.in KL _ 

Red Category (like plastic, glass etc.) 


Waste 


Yellow category : 
Red Catego ry : 
Blue Category: 
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(a) Name of the Common Bio- 
Medical Waste Treatment Facility 
Operator through which wastes are 
disposed of 


- 

(b) Name and address of the 
Treatment facility with Telephone, 
Fax and E-mail ID 

1 


(vii). Mode of transportation of 
wastes to the Common Treatment 
Facility 

1 


6. 

Any other relevant information 


(pi. attach schematic diagram of liquid 
waste effluent treatment plant, Air Pollution 
Control Devices attached with the 
Incinerator) 

7. 

Certified that the above report is for the period ffom 





Name and Signature of the Head of the Institution 


Date: 

Place 

Form -II A 
(See rule 12) 
ANNUAL REPORT 


(To be submitted to the prescribed authority by 31 s1 January every year for the period 
from January to December of the preceding year, by the Operator of a Common Bio- 
Medical Waste Treatment and Disposal Facility) 


[sir 1 

No. 

Particulars 



[7 . 

i 

i 

1- 

Particulars of the Operator of the Facility 



(i) Name of the authorized person (operator 
of the facility) 

: 


(ii) Name of the Common Bio-Medical 
Waste Treatment and Disposal Facility 

: 


(iii) Address of the Facility 



(iv)Tel. No. Fax. No 



(v) E-mail ID 



(vi) Ownership of the Common Bio-Medical 
Waste Treatment and Disposal Facility 


(State Government or Private or 
Semi Govt, or any other) 

(vii).Authorization under Bio-Medical Waste 
(Management and Handling) Rules 


Authorization No.: 

.Validity up 

to. 

(viii). Status of Consents under Water Act 
and Air Act- 


Valid up to: 
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Bio-medical waste Categories_ 


(i). Waste categories received from the 
member Health Care Facilities or Health Care 
Establishments (pi. indicate category 
numbers as per Bio-Medical Waste 
(Management and Handling) Rules)_ 


(ii). Waste Categories generated (pi. indicate 
category number as per Bio-Medical Waste 
(Management and Handling) Rules) _ 


Quantity of Waste Received in Kg or Tons 
per annum 


No. of vehicles used for collection and 
transportation of bio-medical waste 


5. Additional Details _ 


(i) Brief details of the treatment units in the 
Common treatment facility 




(ii) Installed Capacity of the treatment units 
of the Biomedical Waste Treatment and 
Disposal Facility 


(iii) Category-wise quantity of bio-medical 

waste treated in kg or tons per annum ( on 
monthly average basis) _ 

(iv) Actual quantity of recyclable wastes 

sold to recyclers after treatment in kg or tons 
per annum (on monthly average basis)_ 


(v) Quantity of waste generated during, the 
treatment of wastes in Kg or Tons per annum 
(on monthly average basis)_ 


(vi) Actual quantity of wastes disposed in 
secured landfill in Kg or Tons per annum (on 
monthly average basis)_ 


(a) Name and location of the secured landfill 
where disposable wastes are disposed of 


Yellow category: 


Red Category: 


Blue Category: 


Waste Storage Room 

(Yes/No) 

Incineration 

(Yes/No) 

Autoclaving 

(Yes/No) 

Microwaving 

(Yes/No) 

Shredding 

(Yes/No) 



Vehicle Washing Facility (Yes/No) 


DG Set provision (Yes/No)_ 


Storage and the provision of 
storage: _ _ 


Incineration : 


Autoclaving :. 

Kg/batch __ 


Microwaving:.. 

Kg/batch_ 


Shredding:.kg/batch_ 


ETP for liquid waste: KL 



Red Category: (indicate item-wise 
details and the quantity) 

i 


I ncineration ash: _ 

Effluent Treatment Plant Sludge : 


Incineration ash: _ 

Effluent Treatment Plant Sludge : 
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(vii) Mode of transportation of bio-medical 
wastes from Occupier to the common 
treatment facility 

■ 

—---- ^ 

6. 

Any other relevant information 


(pi. attach map of the Biomedical 
Waste Treatment and Disposal 
Facility indicating locations of 
various units, flow diagram of 
liquid waste effluent treatment 
plant, schematic diagram of 
incinerator with Air PoHution 
Control Devices) 

7. 

Certified that the above report is for the period from 



Name and Signature of fee Head of the Institution 

Date: 

Place 


FORM-III 
(See rule 141) 

ACCIDENT REPORTING 


1. Date and time of accident: 

2. Sequence of events leading to accident: 

3. The waste involved in accident: 

4. Assessment of the effects of the 

accidents on human health and the environment: 

5. Emergency measures taken : 

6. Steps taken to alleviate the effects of accidents : 

7. Steps taken to prevent the recurrence of such an accident: 

Date :. Signature. 

Place:. Designation. 


3225 Gl/11—8 
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FORM - IV 
(See rule 10) 

1 

(Authorization for operating a facility for collection, reception, treatment, storage, 
transport and disposal of biomedical wastes.) 

i 

i 

j 1. File number of authorisation and date of 
issue. 

2. .of.is hereby 

j granted an authorization to operate a facility for collection, reception, treatment storage, 
i transport and disposal of biomedical waste on the premises situated at 


3. This authorisation shall be in force for a period of.Years from the date 

of issue. 

4. This authorisation is subject to the conditions stated below and to such other 

conditions as may be specified in the rules for the time being in force under the 

Environment (Protection) Act, 1986. 

Date. Signature. 

. Designation. 

Terms and conditions of authorisation * 

1. The authorisation shall comply with the provisions of the Environment 
(Protection) Act, 1986 and the rules made there under. 

2. The authorization or its renewal shall be produced for inspection at the request of 
an officer authorised by the prescribed authority. 

3. The person authorized shall not rent, lend, sell, transfer or otherwise transport the 
biomedical wastes without obtaining prior permission of the prescribed authority. 

4. Any unauthorised change in personnel, equipment or working conditions as 
mentioned in the application by the person authorised shall constitute a breach of 
his authorisation. 

5. It is the duty of the authorised person to take prior permission of the prescribed 
authority to close down the facility. 


* Additional terms and conditions may be stipulated by the prescribed authority. 


i 
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FORM -V 
(See rule 15) 

Application for filing appeal against order passed by the prescribed authority at district 
level or regional office of the Pollution Control Board acting as prescribed authority or 
the State or Union Territory level authority. 

1. Name and address of the person applying for appeal: 

2. Number, date of order and address of the authority which passed the order,, 
against which appeal is being made (certified copy of order to be attached) 

3. Ground on which the appeal is being made. 

4. List of enclosures other than the order referred in para 2 against which appeal is 
being filed. 

Signature. 

Date : Name and Address... 

Form -VI 
(see rule 5 (3) 

Report of the Operator of the Common Bio-medical Waste Treatment and Disposal 
Facility on the Health Care Facility or Health Care Establishment not handing over Bio- 
Medical Wastes for the dates_the month of_, the Year of_. 

(To be informed immediately to the prescribed authority and also to be submitted to the 
prescribed authority by first week of every month for the previous month, by the 
Operator of the Common Bio-Medical Waste Treatment Facility) 


SI 

No. 

Particulars 



1 . 

Particulars of the Operator of the facility 

; 



(i) Name of the authorized person 
(occupier/operator) 

■ 


(ii) Name of the Common Bio-medical Waste 
Treatment and Disposal Facility 

■ 


(iii) Address 

a 


(iv)Tel. No, Fax. No 

; 


(v) E-mail ID 

| 


2. 

Total number of Health Care Facility or 
Health Care Establishment taken membership 

1 

Govemm 

ent 

Private 

Semi- 

Govem 

ment 
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3. 


Total Average Quantity of Bio-medical 
Waste Generated from the member Health 
Care Facility (HCF) or Health Care 
Establishment (HCE) in a day/month (based 
on authorization issued by State Pollution 
Control Boards /Pollution Control 
Committees) 


Bio-medical waste received during 

the month for the period in kg or tons per 
month 


In Kgs/Tons 



Type of 

Govt. 

Priva 

Semi 


HCF or 


te 

- 


HCE 

in 


Gove 


or 

kgs 


mme 


Categor 



nt 


y of 


in 



bio- 


kgs 

In 


medical 



kgs 


waste 





Yellow 





Red 





Blue 





Yellow category: 


Red category: 
Blue Category 


List of member Health Care Facility (HCF) 
or Health Care Establishment (HCE) not sent 
bio-medical waste for the month of 
...of the..year 


Certified that the above report is based on the records available with this Common Bio¬ 
medical Waste Treatment and Disposal Facility 

Date : Name and signature 

Place: of the Head of the Institution 

$ 9|C $ $ * * 

[F. No.3-1/2000-HSMD] 
RAJIV GAUBA, Jt. Secy. 
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